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Sen. Smith Asks 
Substitute for 
Censure Action 


McCarthy Attacks 
Proposal for 
. lipartisan Study 


* WASHINGTON <W—Sen. H. Alex 
•inter Smith (R N .J.) told the Sen­ 
ate today that instead of condemn­ 
ate San. Joseph R. McCarthy it 
jfeould name a bipartisan commit- 
P 
to study a “atatesmaniike” way 
dealing with Communists. 
Smith is trying to act as peace 
m aker in the storm raging around 
a censure resolution presented by 
Sen. Ralph E. 
Flanders (R-Vt.) 
against McCarthy. 
He offered a 
substitute to Flanders’ resolution 
but did not immediately call it up 
for consideration. 
Smith originally said his resolu­ 
tion would propose a bipartisan 
group headed by Vice President 
Richard M. Nixon to investigate 
“ so-called McCarthy is rn.” 
But in offering it to the Senate 
today, he took out that phrase and 
said instead that the Senate should 
seek a “judicial, statesm an like 
manner” of uncovering Communist 
and security risks. 
He called on McCarthy to sus­ 
pend temporarily his own investi­ 
gations 
and 
use 
his 
“ brilliant 
skills” in cooperation with Presi­ 
dent Eisenhower's 
fight 
against 
subversion. 
McCarthy Defends Self 
Smith’s plea that McCarthy join 
in what he called a “ te am ” effort 
to devise a plan for dealing with 
the Communist threat brought Mc­ 
Carthy to his feet. He said Smith’s 
statem ent asking that he “play 
ball” seemed to imply—perhaps 
unintentionally—that President Eis­ 
enhower would like to see his in­ 
vestigations stopped. 
“ If by playing ball he (Smith) 
m eans quitting the investigation of 
Communism, graft or corruption— 
that kind of ball I will never play,” 
McCarthy said. 
McCarthy said it would be a 
“great disservice” to President Ei­ 
senhower to indicate that the Presi­ 
dent would want investigating com­ 
m ittees to stop their work. 
Recalling the President’s cam ­ 
paign pledge to “ clean hous^.” Mc­ 
Carthy said he has never been— 
and will never De—a party l o an 
agreem ent “ to desist in exposing 
wrong-doing.” 
Smith: Joe Wrong 
Smith said he felt McCarthy was 
wrong in defying the adm inistra­ 
tion’s security rules in the Army- 
McCarthy hearings this spring. Aft­ 
er the hearings, he said, he urged 
McCarthy to work with the Presi­ 
dent by announcing that he was 
temporarily suspending the work 
of his Senate investigating sub­ 
com m ittee and allowing the Ju s­ 
tice Departm ent’s new anti-subver­ 
sion division to take over the Red- 
hunting business. 
He said this would “ heal the 
wounds all over the country” be­ 
tween those who thought McCarthy 
was being persecuted and those 
who thought he had defied the ad­ 
ministration and should be punish­ 
ed. 
Smith tossed in his substitute 
soon after Flanders told reporters 
he was considering revising his own 
resolution to nam e .specific reasons 
for condemning McCarthy’s con­ 
duct. 
There was an increasingly strong 
move in the Senate to sidetrack 
Flanders’ resolution. 


SALINE COUNTY 4-H DRESS REVUE WINNERS— These ten 4-11 girls were declared the winners in the dress revue staged at the 
Harrisburg Junior high school Friday evening. 
Front left to right. Hay Taylor, Yvonne Stubbe, Mac Nell Mears, Janie Davis. Treva Ray 
Humphrey, Frances Brown, Carolyn Wasson, Charlotte O’Keefe. Barbara Alvev and Delores Wallace. 
The first eight girls mentioned will 
represent Saline county at the State Fair with Miss Taylor, Miss Stubbe and Miss Mears modeling at the state 4 II dress revue. 
Miss Alvev 
and Miss Wallace will not go to the state fair but their garments will he entered for construction. 
(Register Staff Photo) 


SALIN E C O U N T Y O IL REPORT: 
TI Oil Operations 
In Saline County 


MISS ARLENE COOK was selected Friday evening to be Saline 
county’s candidate in the “Queen of the Furrow ” contest and was pre­ 
sented with a gold loving cup by A. A. Gholson, president of the Saline 
County Soil Conservation District. 
Miss Cook is a daughter of Mr. and 
Mrs. Jewel Cook, Galatia, and was one of eight Saline county girls 
entered in the contest. 
(Register Staff Photo) 
78 Girls in 4-H Dress Revue; Miss 
Arlene Cook Named Queen Candidate 


Dutch Couple, ll 
Children Fly to U.S. 


NEW YORK <U.R> — A Dutch 
couple and their l l children set 
an air travel record today when 
they flew from New York to Min­ 
neapolis to settle in the Midwest. 
Otto Boersma, 47, and his wife, 
Marianne, and l l children make 
up the largest family that has ever 
flown together in one airplane. 
Boersma, 
an automotive 
parts 
specialist from Bijswijk, Holland, 
arrived with his family aboard the 
liner SS Grotebeer Thursday and 
spent two days sightseeing in New 
York before their Northwest Air­ 
lines flight to the Midwest. 
Boersma 
decided 
to 
move 
to 
America when business visits con­ 
vinced him that his children, rang­ 
ing in age from 18 years to 23 
months, would have greater oppor­ 
tunities and more freedom here. 


Seventy-eight Saline County 4-H 
club girls participated in the an­ 
nual 4-H dress revue, held at the 
Harrisburg Junior high school F ri­ 
day evening. 
In addition to the dress revue 
Saline county’s candidate for the 
“ Queen of tho 
Furrow” contest 
was selected. 
Miss Arlene Cook of 
Galatia was the winner, 


j 
After 
all 
girls 
had 
modeled 
, their 
garm ents, 
approximately 
twenty were called back and in­ 
troduced as blue ribbon winners. 
From this group were selected Sa­ 
line county’s representatives to go 
to the State Fair. 
Saline county is entitled to send 
two garm ents for construction and 
the girls whose garments were se­ 
lected were Barbara Alvey and Do­ 
lores Wallace. 
Eight 
girls will 
represent the 
county in activities at the State 
Fair and three will model in the 
dress revue. 
Selected to model 
were Kay Taylor, Yvonne Stubbe 
and Mae Nell Mears. Others to go 
to the fair in Springfield are Treva 
Hay Humphrey, Janie Davis, F ra n ­ 
ces Brown, Carolyn Wasson and 
Charlotte O’Keefe. 
The “ Queen of the Furrow ” con- 


a'so 


coun­ 


farm adviser. 
Miss McCue 
judged the dress revue. 
Mrs. Mary Harper, Saline 
ty home adviser, was in charge of 
the program last night. 
Delores 
Wallace 
played 
piano 
selections 
during 
the revue 
and entertain­ 
ment was also presented by Mari­ 
lyn Brown, vocal solo, Rita Dav- salty 
cnport, toe dance and Janie Davis 
end Treva Humphrey, a skit. 


(Note — This information is 
based on scouting earlier in 
the week and does not reflect 
subsequent developments.) 
* 
* 
* 
There are 27 operations in Sa­ 
line this week, with one dry hole, 
'five completed oil wells and five 
first reports. 
Just 
northwest 
of Harrisburg, 
Jim 
Dean, 
Jake 
Hallowell 
and 
Southern 
Development 
Company 
Tiave casing set and are awaiting 
eabl-1 tools to test their No. I Oscar 
Taylor. 8 9s de. 
Thee have oil sal­ 
ivation in the following zones: The 
Cypres, sand 2362 81, Faint Creek 
sand 2454-72, Benoist sand 2502-20 
and Aux Vases sand 2616 24. Total 
depth is 2643 through the O’Hara 
lime. 
A fracture treatm ent on any 
one of these formations might mean 
the beginning of a new oil field 
in Saline county and the first in 
the Harrisburg area. Testing should 
begin in a very few days. 
Three miles straight east of E l­ 
dorado, Miami Operating has stak­ 
ed three more locations on the 
Stanley Fdmister farm in 13 8s-7e, 
after completing the No. I well 
for an initial production of 33 bar­ 
rels of oil a (lay from the Cypress 
sand 2502 24 after fracturing. They 
have very good Tar Springs satura­ 
tion 
216694 
behind 
the 
casing 
which will probably be produced 
from a twin well. The No. 2, 3, and 
4 Edmister are all still locations 
awaiting rotary tools. 
Test Plugged, Abandoned 
Ashland Oil and Refining has 
plugged and abandoned their No I 


By BOB SKEELS 


George Shaver et a1, same section 
in the Rosiclare lime 2975-79 and 
2984-97 after fracturing. His No. I 
Melton in the same area, is still 
a location. 
Also in 23 8s-7e, W alter Duncan 
and Calvert Drilling have set cas­ 
ing and are cleaning out after frac­ 
turing through perforations in the 
Aux Vases lime 2873 2901 on their 
No. I Adams Simpson. 
It swabbed 
oil at the rate of two barrels per 
hour natural and 14 barrels per 
hour right after fracturing. lf mwip 
121 barrels of new oil the first 20 
hours after treatm ent. 
New Melle 'IVsi 
Byron Rucker ann Bud Rue nave 
completed their No. I Slow Heirs, 
17-8s-7e, just west of Eldorado, for 
25 barrels of oil per day from the 
Aux Vases 2912 28 and their No. I 
J. Bootin Heirs, same area, in the 
Tar Springs sand 2263-71 for 45 
barrels per day after fracturing op­ 
posite the saturation 
Their No. I 
Watson and Hardy community is 
still a location. 
John Stelle and Associates have 
started a new test just west of 
Eldorado, their first on the Bartok 
lease in 20 8s 7e, one location north­ 
east of the discovery well, the No. 
J John J. Jones 
Rucker Drilling 
iof Mt Vernon is the contractor and 
was digging today below HOO fort. 
Bill Hisey, also of Mt. Vernon is 


(Continued on Page Three) 


Extinguish Wheat 
Field Blaze 


Outstanding 
Cattle Exhibits 
Will Be at Fair 


Many Tents Already 
Up for Annual Event; 
Carnival Due Tomorrow 


Some of the tents already were 
up yesterday at the Saline county 
fairgrounds for the 48th annual 
fair next week and ft was learned 
that there definitely will be more 
beef and dairy cattle on exhibit 
this year than ever before in the 
history of the exposition. 
One outstanding 
herd 
will 
be 
brought here by C. L. McHatton 
of Baldwin, 111., who is one of the 
outstanding Polled Hereford breed 
I era in the country. 
Mr. McHatton 
is director of the national Polled 


I Hereford association and his herd 
of 16 beef cattle will be shown in 
| the first cattle barn 
After showing his herd here, Mr 
{McHatton will take them to the 
Illinois State F air at Springfield. 
Teen Town Tent 
Tents up yesterday included one 
for the Egyptian Health Associa­ 
tion exhibit, the Teen Town tent 
and additional tents for the stock 
to he shown. 
The Teen Town tent will have I 
a juke box for dancing hnd on 
one night of the fair there will be 
an orchestra for the young people. 
Ground has been staked off for I 
an implement exhibit to be staged 
by five farm implement dealers. 
The new modern rest rooms are 
an asset to the fairgrounds this 
year. They are equipped with cas 
tile soap and paper towels and an 
attendant will he on hand in each 
room. 
The carnival is due in town for 
showing tomorrow and 
the fair 
proper will begin at 7:30 p. rn. 
Monday with Jack Kochrnan’s Hell 
I Drivers, who are world champion 
1 automobile stunt drivers in action. I 
The atomic crisscross leap is the 
feature of 28 events that will be 
shown 
In this climax, a speeding 
open car will run up a rampway ' 
into space and sail directly over 
another car passing underneath. 
It will land upon a receiving ram p 
120 feet away, 
vids Day Tuesday 
There will be horse racing, horse 
show events and southern Illinois j 
talent Tuesday, 
Wednesday and 
Thursday nights with the live stocK 
parade added to the Thursday night 
events, when tin* champion horse 
show classes will be held. Thurs­ 
day afternoon there will be racing, 
stage entertainment and a machin­ 
ery parade. 
Tuesday will he Kids Day and 
the 4 ll judging will be held that 
morning 
On Tuesday and Friday 
children can secure rides on the 
carnival devices for nine cents up 
to 5 p. rn. 
The all star Talent Revue will 
be held Friday night and on Sat­ 
urday night the fair will end with 
the annual Saline County Beauty 
contest and Automobile show. 


Red Pilots 
T«"» Stuck Heads Into 
SPRINGFIELD U!.P>— Highland 
and Kincaid today were added to a 
growing list of Illinois towns suf­ 
fering water shortage emergencies 
Gov. W illiam G. Stratton’s office 
announced Friday he had declared 
emergencies iii the two towns and 
was asking the federal Civil De­ 
fense Administration to lend them 
pipe. 
Kincaid wants three miles of 
pipe so it can get water from the 
waterworks system at Taylorville. 
Highland says it needs 500 feet of 
pipe to reach Silver Creek. 
Sparta, Olney, Benton, Lovington 
and Mount Sterling previously have 
on loan from the 
Administration to 
water and relieve 


obtained pipe 
Civil 
Defense 
pump in extra 
shortages. 
Paris has a request that it be 
; declared in a state of emergency 
under investigation by state engin­ 
eers William W. Downey, aide to 
Stratton, said Friday h i hoped for 
that report by late Friday hut later 
reported it had been delayed until 
Monday. 
British Halt Ship 
With Unwilling 
Polish Refugee 


A& W Roof Beer 
Stand Burglarized 


John Logan Mott, 92, 
Brother Asa S., 85, 
Former Residents, Die 


Word has been received of 
deaths of John Logan Mott, 
and his brother Asa S. Mott, 
former residents' of Harrisburg who 
made 
their 
home 
in 
Redondo 
Beach, Calif. 
John Mott moved to California 
in 1924, and Asa in 1921. 
Both funerals were held at the 
Niland’s 
Chapel 
of the 
Flowers 
and burials were in the Pacific 
Crest cemetery. 


the 
92, 
85, 


test is being sponsored by the Sa- 
♦ 
line County Soil Conservation Dis­ 
trict and the local winner will par- 
t ’ripate in the council contest to be 
held in Gallatin county at a later 
date. 
Winners 
from 
Hamilton, 
White, 
Gallatin, 
Hardin, 
Pope, 
Johnson. Massac and Saline coun­ 
ties will be in the council. 
From 
fifteen 
council 
winners 
the state queen will be selected and 
she 
will preside 
at the 
Furrow 
men’s Banquet ,to be held dur­ 
ing the National Plowing contests 
to be staged at Olney Sept. 16, 17 
and 18 
Miss Cook was selected Saline 
County Queen from a field of eight. 
Judges were Miss Mary Ann Mc­ 
Cue of Equality, Gallatin county 
Home 
Adviser, 
and Mrs. L. B. 
Kiln rn el, wife of the Saline county 


Mrs. Ewing Crawford 
Dies at Her 
Home Near Eldorado 


Mrs. Mamie Florence Crawford, 
57, wife of Ewing Crawford, died 
at 12:45 a rn. today at her home 
on Eldorado Route 3. 


She is survived by a stepmother, 
Mrs. 
Ida 
Newcomb, 
Evansville, 
Ind.; a son, James Ewing Crawford, 
Eldorado; 
three daughters, 
Mrs 
Madeline 
Grahle, 
Cottage 
Hills, 
Mrs. Romaine Lanham. Stonefort, 
and Mrs Virginia Lee Webb, Cot­ 
tage Hills; one brother, Wilburn 
Newcomb, 
Evansville; 
three 
sis­ 
ters, Mrs. Ethel Fisher, Milwau­ 
kee, Wis., Mrs. Flossie Grable, Ev- 
Carrie Joyner, Ev­ 
ansville; a stepsister, Mrs. Lucille 
Butler, Calif., and 
l l grandchil­ 
dren. 


Patton Mathias Unit, SE NE SE. 
14-8s7e, after drilling to a total 
depth of 3061 through the McClus­ 
ky limestone. 
A drill stem test 
of the Aux Vases lime recovered 
30 feet of gas, 30 feet of slight 
oil mixed mud with IO feet 
of salt water, and a test on the 
McClosky lime got 20 feet of salty 
mud and 90 feet of salt water. 
Two miles east of Eldorado, G 
L. Reasor has completed his No. 2 
E. C. Scott, 23 8s 7e pumping 28 
barrels of oil a day after fracturing 
the Cypress 2526-55 and is in the 
process of completing his No. I 


Fire from the dumping grounds 
near Pankeyville caught a wheat 
field between the dump and Pank 
eyville school afire around 4 p. rn. 
yesterday. 
The blaze was extin­ 
guished by the Harrisburg fire de­ 
partment 


The A & W Root Beer stand on 
Route 34 just north of the city 
limits was burglarized during the 
night 
Burglar* opened a window 
and jimmied open the coin con­ 
tainers of a juke box and a basket­ 
ball game device, taking around 
$35 from them and 18 carton* of 
cigarettes 
Deputy Sheriff Isham 
Threef and Chief of Police Loren 
Travelstead investigated the crime. 
Saline County Historical Society lo 
Meet at Shawneetown Tuesday Evening 
Tile Saline County Historical so- student of Shawneetown history and 


The body lies in state at the 
Martin funeral home. 


The funeral will be Monday at 
2 p 
rn. at the Raleigh Baptist 
church. 
Rev. Howard Todd Taylor 
will officiate, and burial will be 
in the Raleigh Masonic cemetery. 
MINES 


Sahara everything 
Peabody 43 idle. 
Blue Bird 8 works. 
Carinae idle. 


idle. 


Paratrooper 
Whirls Over Niagara 
Rapids in Barrel 


NIAGARA FALLS, Ont. (IPI—Maj 
Lloyd Hill, a 35 vear-old paratroop­ 
er turned daredevil who success­ 
fully shot the boiling Niagara river 
rapids in a barrel, said today he 
was determined to risk his life 
going over the famous falls them ­ 
selves. 
Hill, the most daring member of 
a family notorious for daring feats 
around 
the falls, 
was 
whirled 
around the deadly lower rapids 
whirlpool for three hours Friday 
before he was swept into calm 
wafers and pulled to safety 
All that time he had been play­ 
ing hide and seek with police, who 
finally brought him ashore “ for his 
own good.” 
Provincial 
p o l i c e considered 
charging 
him 
with 
violating 
an 
Ontario Parks Commission bylaw 
prohibiting entrance into govern­ 
ment waters of any boat without 
a license, but they released him 
after questioning. 
Hill was still jaunty after his 
ordeal and apparently unruffled by 
the nerve-wracking 
spin in the 
whirlpool. 


ciety will meet al the park in Old 
Shawneetown on Tuesday, Aug 3. 
The park is located 
rn the block 
hack of the Did State 
Bank build­ 
ing 
At 6:30 p. rn. a tour will he made 
to the Old State Bank (1837), 
the 
Posey building, the Marshall House 
(1812), the bridge construction, the 
Carroll 
Richeson 
mansion, 
the 
Peeples 
budding, 
the 
Logsdon 
building, 
the 
Carroll 
building, a 
tour through the Lafayette hotel, 
the 
Robert 
Peeples home, 
the 
Henry M 
Peeples home, the Mc- 
Murchy home, the Rowan home, 
the Methodist church (1842), the 
Jam es Docker home, 
the 
Lowe 
home and hack to the park. A short 
sketch of each place vi -ited will be 
given to members on the tour in 
order 
that they 
may know 
the 
part each played in the town’s his­ 
tory. 
The pot luck 
supper will 
be 
spread at 7 p rn. 
Pienc tables and 
benches are provided at the park. 
After the supper the early his­ 
tory of Shawneetown, life on the 
river, early businesses, history of 
cid 
families and 
interesting inci­ 
dents and stories about Shawnee­ 
town will be told by life-time resi­ 
dents 
of the 
oldest 
town 
in the 
state. 


proprietress of the Lafayette ho­ 
tel; 
Win. Zachmeier, 
for years 
government light keener; Mrs Le­ 
ona Wisehart and Mrs. Ruth Val­ 
ter, both students of Shawneetown 
History, w'ill help the society relive 
the 
history of 
the town 
through 
their discussions. 
Another interesting meeting 
is 
i i store for friends and m embers of 
the 
society. 
If those wishing 
to 
make the tour will arrive promptly 
at 6:30 p. rn. the meeting 
will be 
able to keep on schedule. 
The scheduled tour, at Equality, 
was not made 
because of lack of 
time. 
A m ap locating the sites in 
Equality will be furnished so that 
those wishing to do so may visit 
them at their convenience. 
A letter from Bob Miley, State 
Superintendent of Parks and Mem­ 
ories. on July 16 stages that bids 
are being sought for guttering and 
repair of the roof of the Old State 
Bank building. 
Also when request 
for an appropriation comes up in 
the 
69th 
General 
Assembly 
the 
restoration of the old bank build- 
big will be presented to the Bud­ 
getary commission. 
All interested persons are invited 
and 
urged to 
attend the 
Aug. 3 
meeting in Shawneetown. 
A spe- 


LONDON <U.P> 
British police to­ 
d a y halted and boarded the Polish 
merchant ship, Jaroslaw 
ski, in the Thames River 
tempted to leave Britain 
unw illing Polish refugee. 
Also aboard the ship were a 
Boston doctor and 
his wife, en 
j route to Poland to seek “ political 
asylum" in the Communist coun- 


j try. 
But British authorities empha­ 
sized they were interested only in 
the Pole, Antony Klimowiez 
He 
was prevented by officers of the 
Red ship from escaping to freedom 
in Britain. 
The Americans, Dr. and Mrs Jo­ 
seph ( ’ort, were willing passenger* 
on the trip behind the Iron Cur­ 
tain. 
Klimowiez definitely was not. He 
fought to got ashore in B etain but 
was stopped. 
Britain’s action in halting (he 
vessel lo look into His cum* orougnt 
an early morning eau at inc Brit-1 
ish Foreign Office from the Polish j 
ambassador 
presumably to pro­ 
test. 
Klimowiez, a stowaway, attem pt 
ed to escape by swinging out en 
a ship’s crane but the operator 
saw him and brought him back 
aboard. 
Protest By Refugees 
Polish refugees who had gone 
to the docks to meet the ship pro­ 
tested to British officials that KH- 
mowicz was being detained aboard 
the Jaroslaw Dabrowski against his 
will 
Officials ruled nothing could be 
done in Klimowiez’s case because 
he never actually touched British 
soil. 
While Klimowiez was an unwill 
mg passenger, the ('orts apparent­ 
ly were heading for a new life be­ 
hind the Iron Curtain by their own 
choice. 
The 
British 
had 
ordered 
the 
('orts to get out of the country 
before 
midnight 
after 
refusing 
them political refuge, ( ort is want 
od in the United States on draft 
dodging charges. 
( ort sought and won political 
asylum in Czechoslovakia and a n - 1 
nounced his plans to go to the 
Communist country in a letter read 
in the House of Commons Friday 
by Laborite W'edgwood Benn. 
The Boston scientist said he did 
not want to return to the United 
States on the ground that he would 
be persecuted and “victimized” be 
cause he had been a member of 
the Communist party while a stu­ 
dent at Yale. 
( ort denied the draft dodging al­ 
legation. 


Hornets’ Nest 


Communists Attacked 
Three, Failed to Sea 
IO Other Planes 


MANILA, P I (UPV 
Th* two 
Communist 
fliers 
who 
attack*! 
U. S Navy search planes off Hai­ 
nan Island this week stuck their 
heads into a “hornets* nest,” tile 
victors of the air battle said today. 
The Red airmen struck at threw 
Al) torpedo bombers, apparently 
not noticing lo other American 
planes in the air nearby. 
Two or 
three minutes later, the only trace 
left of the Communist LA7 fighters 
was a few ripples on the surface 
of the Soqlh China Sea. 
A Red gunboat also fired on the 
American planes, but they did not 
return its fire. 
I.t Roy M Tatham. 32, Andrews, 
N C., and Ens Richard R. Crooks, 
25, Los Angeles, downed the first 
of the attacking planes with the 20 
mm cannon of their ADs. 
Tell Story at Conference 
LL 
Comdr. 
Edgar 
N. 
Salsig, 
Philo, Calif , in an F4U fighter, 
and 
six 
other 
AD 
pilots—Lt. 
Comdr*. 
William 
If 
Alexander, 
Jamestown. R I., and Paul J. Wahl- 
strom, 
Milton, Mass.; 
Lts. (jg) 
John L. 
Damian, Encino, Calif.; 
Richard S Bibble, Mountain Lakes, 
N. J ; and John M. Ruch ford, Phoe- 
and Ens, John J. Zardua, 
Riverdale, Md 
all put bullets in 
the second Red plane. 
The American airmen told their 
story at a press conference aboard 
the carrier 
Hornet, 
flagship of 
Vice Adm. W. K. Phillips. The Hor­ 
net and a sister ship, the Philippine 
Sea, arrived here today. 
Phillips said the shooting started 
at IO a. rn. Monday, when the Red* 
made "an almost level firing run” 
on three ADs led by Comdr. George 
C. Duncan, Tacoma, Wash. 
Three Runs By Reds 
Duncan’s ADs were flying at an 
altitude of 5,000 feet. Fight other 
torpedo bombers were in the air, 
at altitudes from 500 to 3.000 feet, 
and two F4Us were flying “top 
cover” at 10,000 feet. 
“The two Communist planes fin­ 
ished their run head-on. shooting 
over -ii ti e Skyrsioers (zvD.s), duo 
Comma..df .* Duncan’s leading 
dive. 


Dabrow- j nix, Ariz 
as it a t­ 
w irl un 


shallow 
to 
his group into a 
the az] in ira I said. 
“The Reds were flying at about 
6,000 feet," Dunean said. 
“They 
turned into us to make a regular 
run. We evaded them. They appar* 
ently didn’t see the others above 
or below us, or they didn’t have 
any sense at all. They made three 
runs, but they couldn’t fire on one 
run 
“Then Tatham and Crooks got 
the leader of the two. After the 
first plane went down, the second 
Red plane got into a hornets’ nest 
I with eight Skvraiders shooting at 
him. 
Salsig, in his Corsair, also 
hit him 
“He headed for the beach, but 
went diving into the water.” 


Illinois to Draft 
1,400 in October 


CHICAGO (IP —- Ed Felt, Illinois 
Director of Selective Service, said 
today the Illinois quota of the na­ 
tional draft (‘all of 23,000 for Octo­ 
ber would be “ around 1,400.” 
Felt said Illinois’ share of the 
n; tional call would be "just about 
the sam e as it has been for 
tile 
past several months ” 
In the September call the Illi­ 
nois share was 1,309 but Felt said 
that number was “ a little low and 
the 
October 
number 
would 
be 
right around 1,400.” 


Richard Norris Receives 
Scholarship to 
Murray State College 


Released on Bond 


Paul 
Whitehouse, held in 
the 
county jail for approximately three 
months awaiting trial on a charge 
of assault with a deadly weapon 
following his plea of innocence, 
yesterday was released under $2,- 
(XX) bond. 
Whitehouse is charged 
with hurling a lighted lamp at his 
wife, Clarabella, his wife making 
the accusation. 
She was severely 
burned 


Atty. Joe Bartley, 
a practicing cial invitation is extended to resi- 
attorney 
in New Town; 
Captain 
Win. Hale, who .spent 44 years on 
the Ohio; 
Mrs. Lela Horlick, 
a 


dents of Old and New Towns to at­ 
tend and participate in the discus­ 
sions. 


Charge Minister with 
Selling Church Piano, 
Taking Relief Funds 


PARADISE, 
Calif. 
(TP) — 
Baptist minister Harry Strauss 
told 
his 
congregation 
that 
Christians should "treat each 
other as brothers instead of 
going into court.’’ 
A short time later Butte 
County 
authorities 
charged 
Strauss with selling the church 
piano for $475 and taking $470 
earmarked 
for church 
pews 
and Korean relief. 


Richard Norris, son of Mr. and 
Mrs. 
Elbert 
Norris, 
has 
been 
awarded 
a music scholarship 
to 
Murray State college In Murray, 
Ky. 
The scholarship was one of three 
awarded by the Phi Mu Alpha Sin­ 
fonia 
fraternity, 
of which 
Jim 
Fern, former local student, is the 
new president. 
The Norrises were informed last 
I evening by Mr. Fern. 


The Weather 


ILLINOIS: 
Considerable cloudi­ 
ness and somewhat cooler north 
and central portions. Partly cloudy 
with scattered thundershowers ex­ 
treme south tonight. Sunday partly 
cloudy, a few local thundershowers 
extreme south, cooler south and 
central. 
Low tonight 68-74 south. 
High Sunday 84-92 south. 


Local Temperature 
Friday 
3 p m. 
99 
6 p.m. 
96 
9 p.m. 
88 
12 mid 
83 


Saturday 
3 a m 
80 
6 a.rn............80 
9 a.m 
90 
12 noon 
98 
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BIBEE THOUGHT FOR TODAY 
( all upon me and I m il answer 
Atone*, trod Mien thee great 
and 
♦nighty things, which thou know cst 
BW. — Jar. 3.1!$. 
t. 
We ra n actually talk with find 
ABA1 he will an-wer 
through tin 
‘•still smali voice’’ within vs. 


Sudan Grass, Red Clover, Birdsfoot 
Trefoil, Alfalfa Crops Tested at SIU 


Farm to Live- 
Live to Farm 


The Daily R egister 25c a week 
by carrier Boy. 


CARBONDALE, 
III 
Sudan 
grass, red clover, birdsfoot trefoil, 
ami alfalfa comprise forage crops 
included in Southern Illinois uni­ 
versity’s first extensive forage va­ 
riety trials this year 
Grain type 
soybeans also are being tested K. 
F. Sullivan, an agronomist in the 
SITT 
Agriculture 
department, 
r 
conducting the tests 
The first three forages are being 
tested i i i cooperation with the I 'ni- 
versify of Illinois College of Agri 
culture 
Alfalfa trials are an MU" 
project only 
The soybean pro­ 
gram is being carried on in co 
operation with the Ignited States 
Department of Agriculture Region 
al Soybean Laboratories, Urbana, 
and is one of many similar stations 
in the North Central area. 
Twelve varieties of sudan grass 
arc in the SIU plots. 
This forage 
crop is gaining area popularity for 
silage and pasture, but there has 
been little or no testing of va­ 
riety adaptability in Illinois, Sulli­ 
van said 
First crop growth show- 


SIU Country Column 


Klevpn 
Illinois swine breeders 
ate 
now’ 
raising 
brucellosis free 
accredited herds after enrolling in 
iliibois Protect HHH for control of 
swine 
brwrcllrwds, 
says 
a 
Uni- 
^rorsrity of Illinois veterinarian. 


IT's A DDI BI K “DOCBLE”— Twins Betty .md Becky Hawkins, of 
laking their picture with 1 bree week old twin <.lives, a rarify in the 
are the barnyard twins, and their mama stands 
i i i the fear 


\sheville, N. 
farm world 
(’., like the 
“Buck’’ and 
idea of 
“Baldy” 


Lower prices for government 
AWHfed agricultural products has 
paid off in larger sales of surplus 
stocks to consumers and merchants 


i f C S Rcport Southern Farm 


In A C Program 


OIL D. A. LEH M AN 


RTE, KAR, NOSE, THROAT 


Glasses Pitted 


209 North Vine 


All Lum ets Currently pfftTicipiit 
mg in the 1D54 Agricultural Con 
sor* ut ion 
program 
must 
oomph 
"itll mi Aug. 15 (ae ll 1.111) 
Bilbi 
den (Him* reporting 
date 
ii the' 
wish to re wive cost sharing assist 
anre ior lime tone 
terrain**, and 
othei completed soil conservation 
project*, a geo lf I in# to Rn;, mend Al 
\ev, chairman ol tin* Saline count' 
ASO committee. 


Problems 
Affect Illinois 


Dairy Cows Suffer 
From Heat 
Every hard worker knows that 
hot weather and excessive humidity 
cut down the amount ol work he 
can do. 
The same thing applies 
to tlit* dairy cow, which is one ol 
the hardest working animals we 
have, 
She really suffers from the 
heat. 


By Albert Meyer 
Those fanners who claim they 
see no visible response to a I ort ii 
izer application really should feel 
fortunate 
Generally this indicates 
that the soil has sufficient plant 
food for the crop produced 
If, however, there is a visible re­ 
sponse to fertilizer it is a sign that 
the farmer has been taking a loss 
in potentially increased crop yields 
during years past 
lost bushels of 
grain or tons of forage that he 
should have had. 


cd wide 
variation 
in height of 
plants among varieties, but total 
pounds of dry matter per acre were 
not so widely separated. 
Kcnland Rec unintended 
Growth is rapid, indicating tine 
forage possibilities for summer use 
in pasturing livestock or making 
silage. 
Recovery from 
the lirst 
cutting and the amount of forage 
produced in succeeding 
cuttings 
may widen the differences between 
varieties, he pointed out. 
Of 15 varieties of medium red 
clover included in the SIU trials. 
Keniand 
(certified) 
is the most 
widely grown and is recommended 
for .southern Illinois. Sullivan said. 
It is slightly resistant to root rot 
and quite resistant to southern 
anthracnose disease 
Most other 
varieties are adapted to other parts 
of the nation arid are being tested 
at SIU to note possible adaptability 
to arca conditions. 
Birdsfoot trefoil trials contam 
12 varieties and strains, including 
both 
broadleaf 
and 
narrowleaf 
types. 
Some are pasture and oth­ 
ers hay varieties. 
Only the pasture varieties need 
consideration in the area, and those 
only under special conditions. Sui 
Ii van says. 
Birdfefoot trefoil is one 


Farm to Live—Live to F arm ", 
ha- been emphasized as the key to 
safer farm life during the eleventh 
observance of National Farm Safe­ 
ty Week July 25-31. 
With more than 14.000 rural peo­ 
ple in the United States killed in 
farm accidents last year, there s 
need lor action on the safety front, 
says I diversity 
of 
Illinois farm 
safety specialist Gordon McCleary, j 
Livestock and machinery—the back 
bone of the farm er’s business — 
teamed up uilh falls to cause about 
half of all farm accidents in 1953 
Although each machine has its 
own particular danger points, Mc­ 
Cleary says. most accidents happen I 
when you hurry or take chances. 
Main times, too. losing your tem ­ 
per can mean losing time—or a 
limb 
because of an injury. 
Many 
livestock 
accidents, 
Mc­ 
Cleary says, occur when you trust 
animals a little too far. 
Bulls— 
which killed 
f i v e Illinois farmers 
last year 
should never be trusted 
no matter how' tame 
they may 
seem. 
And you’ll help to avoid 
serious injuries from horses an-d 
cattle if you let them know you're 
around 
and then stay away from 
the “kicking end” as much as pos­ 
sible. 
Probably the most tragic farm 
accidents, says McCleary, are those' 


Call 
CHARLES FORD 


FOR 
HOUSE WRIN6 


Ford Cledde Co. 


Tel. 1041 


M TR A 


\ 
SPELLS 
b t 


C o l d e n 
PROFIT? 


of the slowest legumes to become involving children. Parents m us 
established, and the seed is expen 
take most cl the responsibility for 
sive. Usually two years are requir­ 
ed to start a pasture. 
Once estab 
lushed. however, it has a better pe 
ample 
rennial habit than most legumes 


their children’s 
should also set 
safety—and they 
them a good ex- 


S AT JNK COUNTY 
CREDIT BUREAU 


CREDIT REPORTS 
INVESTIGATIONS 
COLLECTION SERVICE 


P m e tt M i d l a g 
Phone $78 


THOS. D. GREGG 


Graduate and Registered 
Optometrist 


Second Floor Gregg Bldg. 


Phones 72-W or 265-R 


For Appointment 


Vacuum Cleaners 


Are Our Only Busine*** 


Phone 1912, Mt. Vernon, 111. 


O. R. Buford 


I iwiei this yeai s prop un, farm 
eirs Were given until Au’g 
BV to 
carry curt AC P *-«»iI conservation 
work Ypptpvivl prior to this date 
An' fa fin cr Who has already coni 
plctfrt .I IPCI U T practice approx 
cd for Ii1 
farm ntuM (torn in a re 
port b i the deadline date 
i i i oztln 
to re cats o ci wilt and lac eligible 
lot p.ivrtioiit 
Ibis report may be 
Bird bv calling at the county AS* 
office in per on or by completing 
signing and returning form V'R 
245, which ha- prcviou I' lieen sent 
in 
all 
c o u p e c a l m s 
Written 
CVI 
Jitney 
u h as tickets silo.'mg put" 
chase ol ii mist one m invoices coy 
cring cartfT-mOving Exists, .should 
accompany the rcport. 
Farm ers who haven I curried out 
projects which have been approved 
for their farms and are still inter 
< sti <1 ill (ionic tho job, should re 
qui st an exit axion of lime These 
reqOests must he in writing and 
must also bt* hied belove the 'air 
15 deadline date 
This August cut 
off date, said Mr 
Mvey, is a new 
prpgram feature 
and 
one that 
might easily he overlooked livery 
cooperator 
should 
make 
certain 
that he has or will submit the re 
quired report. 
Unless Iht*-- is done 
previously approved practices will 
be cancel I cd and he may lose a 
paxpumt which otherwise would be 
cai lied. 


The Daily Register 25c a week 


Southern 3 rn n u b UC is suit cit nj: 
today from surpluses brought on 
h 
hi fill price sj^ p o rb . and the 
di IC I abri I. 
Poi it g to cause more 
Ton IHT tor Illinois I m im a x 
Those 
i e the view , of lf I 
M 
( axe, head ol the Department of 
AfcriCUIttiral Economics at the uni 
Acidity of I!Jirt6js who ha just cont 
phMed n six months’ study of agi t 
culture m tho South 
Cotton 
job a (.Co 
and 
peanuts < 
mull iron 
«tl tin* South, ale all 
supported .it 
high pi ice> 
( ase 
a' 
iii ionic cases (niton acreage 
Im 
been reduced 50 per ccid in 
record '"ai;-, hut rn many states 
total production is os great a- ever 
When aer,('Hue allotments were 
set 
1 a." eXpfaluis,' I arm ets grew 
cotton on good laud, fertilized it 
heavily aud used (Ire best 
arming 
methods,,tp increase production 
Tobacco 
yields 
have gone Up 
about bd per cont in. most ureas. 
Case says, calling tor reduction iii 
a 
n 
e 
. 
Peanut 
y i e l d s 
under 
acreage allotments, have in sonic 
ca i 
increased I oui rn live i lines. 
MI I Iii*, a I feet s Illinois because 
tile land taken out of these clops 
is often planted to soy beans, corn 
or forage erupt; for livestock 
Al 
though the corn acreages are small 
l ase says it means that farmers 
ini* raising their own corn instead 
ol buying feed I rom Illinois or live 
stock products for which feed was 
produced rn Illinois 
Mso, he says, since this is a non 
commercial corn and soybean area, 
most Southern farmers don’t rome 
under acreage allotments tor these 
two crops. 


by carrier bm 


Don Scott Abstract and 
Title Company 


Local Agent, Chicago Title A 
Trust Co. 
Title Guarantee Policies 
Room 708 
Harrisburg Nat l Bank Bldg, 


6. W. Rude Motor Co. 
■ NEW AND I SHII CARS 
ANJ) USED 
Your 
Dodge—Plymouth 
Dealer 
HARRISBURG 
Phone 525 


Prepare Seedbeds 
Now for Lafe 
Summer Seedings 


Insurance 


Harker Mvley 


SS elf a* 
utom*tie I quip* 
t n e n t* -» v n d > o l o f (ha 
w o r ld ’* tine*! 
.md moil COM* 
PLL' IT *a» icrv* 
ive- unsurpa"rtl 
in q u a litv and 
dc'cnd ability* 


Farmers' Supply Co. 


INSURANCE AGENCY 
tilt) North Main 
Phone 761 


A T T E N T IO N F A R M E R S 


L E T C L A Y T O N H U T SO N 


Haul Your 


Livestock to Market 


Phone Carrier Mills 3823 


ll you’re I mug to do some late 
su m m er se t-ling of grasses or Ic 
! limes, *t ut to prepare tho seed 
bcd now 
U 
ti. Scott, extension crops ape 
cialist at the University ol Illinois, 
.o . tho ti mo to start preparing 
the seedbed is immediately after 
harvesting 
mall 
a uhs 
flu 
u ill 
gi\** you about 3u days to work up 
a 
nod seedbed. 
\ good -cetlhrd is required B* 
keep nmi H u e m u the au l ai e el 
till' 
OI I 
Wet k V Oil (Ie 111 pro pa I 
Hig tile 
(edited also g i'e- JOU a 
chance ti* Kill weed- before' 
cod 
ing the lo unit s or glasses 
Most et tin' . 'lasses allah a and 
poi flap 
lurdsloot trefoil ave ac 
tinily better adapted to late sum ­ 
mer seeding than Lo spring seeding 
Biennial legumes, such as red d o 
\ei. sweet cloyer and I ad I bo clo­ 
ver. however, ne not well adapted 
to soedm ; iii late summer 
Lab? summer seedings are also 
eve* Lient 
for pasture renovation 
programs. 
The seeding will have 
a chance to become established in 
the fall ami * ill produce feed the 
following year. 
There an no real secrets lo get 
tim.: a summer seeding established, 
Sen*: .-av-, but go bd management 
practices help 
Make -lire the soil 
t 
well lit no-1 and supplied with 
pbrtxpt t i 
ami poi --turn 
The 
! 
><>-t c i t r i n : 1 
iii the -oil 
> ill |'o I i in determining whet lier 
the 
red VAH pl.int a d ! O'*" 
Mjf Mf i shoal# tm a - J* J jn-em 
Iv 
Angust, hut im a re- m n be dr 
lay rd until » »! v sept! mhi i 
Seed 
1 ti ow 
a n d d u n 11tap t h e 
oil w i t h 
,t I * eft i pac1 ei 
I 
y muI irva 
he a Im problem 
ut tall seedui . 
!. linac is reserve 


III 19 Is at the University of fill 
nm- d.n»*> fur in, r e txroh worker. 
took the lindy 
temperatures 
of 
cows that were placed on very 
bort 
p a s t u r e and not allowed to ti rive 
any shade. 
K 
E. Gardner, dairy 
specialist, at the Collegt of Agri­ 
culture 
reported 
that 
the 
body 
temperatures of those cows ran irs 
high as 109 degree 
F., which is 
7.5 degrees 
above their 
normal 
temperature 


'I Ii** cawk 
panted 
excessively, 
showed signs of severe discomfort, 
mid their milk production suffer­ 
ed 
Although none of the test 
group died, tho University has re 
ceived reports of cows" dying as a 
result ut overheating. 
G ardner says the discomfort of 
rows increases when temperatures 
stay at 90 degrees or above h>r 
four or five days continuously. Us 
ually, however, they cool off at 
night if the nights are not ex­ 
tremely hot 
Shade will help your cows beat 
the heat. 
lf you don’t have trees, 
let the animals stay in the shade 
of the barn, or even put them in 
the barn during the hottest part 
of the day. 
Some dairymen build shades for 
their cows, using pole construc­ 
tion and putting straw or old hay 
on top of a wood .slat roof. These 
.shelters allow the air to circulate 
and 
at 
the same time 
provide 
shade. 
Good pastures can also he a big 
help during hot weather. 
When 
pastures are reasonably good, cows 
do not have to graze in the sun 
in the hottest part of the day. They 
can get enough forage in the early 
morning or late evening to provide 
for a good flow of milk. 
But that 
is not true when pastures are ex 
Inurn l> short 
Then the cow* has 
h> graze during a large part of Iii > 
day to get what silo needs 


Applying 2(8) pounds per acre of 
0-20-20 fertilizer every year to le­ 
gume g r o s s meadowland is one step 
fount I successful meadow manage­ 
ment. 
The analysis figures mean, 
ol course, that in IOO pounds of 
Bus kind oi fertilizer there is no 
nitrogen tint there are 20 pounds 
each ut phosphorus and potash. 


To produce 
plants must be 
with nitrogen, 
lushed 
three 
down legumes. 


high 
yields, corn 
adequately supplied 
This may be fur­ 
way s: 
by plowing 
bv using com m em 
al nitrogen, or by plowing under 
crop residues and manures 
T h e amount of nitrogen added 


i i i a -tarter fertilizer i s inadequate 
to -supply th e requirements of the 
corn plants 
Most additional com­ 
mercial nitrogen either must he 
plowedifJpwn or side dressed. The 
corn should he side dressed when 
the plants are about knee high 
Nitrogen deficiency 
begins to 
show up prominently as the corn 
increases in height. 


and is recommended for long term 
pastures or for rough areas not 
accessible to mowing machines. 
Empire, a New York variety, is 
recommended for pasture use. Such 
faster growing kinds as Viking Lo­ 
tus or Cascade, which have Euro­ 
pean backgrounds, are hay type 
plants. 
^ 
14 Varieties of Soybeans 
Among IO hardy varieties of al 
fall a in the Sit 
trials Buffalo i.- 
the recommended kind for area use 
Ranger is acceptable. 
The first is 
resistant and the second part!* re ­ 
sistant to bacterial wilt which is 
common in the area 
The soybean plots contain 14 va 
rieties thought .suitable for south 
em Illinois an-d similar areas. In 
eluded are the commercial varie­ 
ties, Chief, Clark. Perry, and W a­ 
bash. 
The rest are experimental 
kinds designated only by numbers 
Generally they are oil type beans 
Testing observations include yields, 
maturity time, lodging tendency, 
plant height, seed size and quality 
chemical composition, and shatter 
ing characteristics. 
Sullivan also is conducting a se­ 
ries of trials on methods of estab­ 
lishing forage crops 
using manure i 
or chopped straw mulches, compar 
ion versus no 
companion 
crops, 
drilling versus broadcasting seed, J 
and companion crop spacing. 


RADCLIFF 


WHITE TOP 
SILO 


Interlocking 
Cement Staves 


Reliable 


Strong 


Economical 


Take advantage of a liberal dis­ 
count by ordering now. 
Terms 
to fit your income. 
For addi­ 
tional information write today. 
M. H. Radcliff 
Silo Co. 
Box 369 
Ste. Genevieve, Mo. 


And G A I N E R C H I C K F O O D ; th* 
complete Starter and Grower, h i t 
what it takes to get those Ixtra 
eggs, those golden profits — Early. 
There’s 
no 
m agic 
in 
G A I N E R 
F E E D S — they’re just a combina­ 
tion of the finest nutrients, scien­ 
tifically balanced and blended to 
grow and build y ou r chicks’ egg 
m a kin g organ s into heavy laying 
machines. Y ou C A N develope your 
frocks into 60% and greater produc­ 
ers— that's when they make profits 
for you— G O L D E N P R O F IT S . 


Remember — 
C H I C K 
F O O D 
is 
a 
G A I N E R product — and millions Of 
chicks grow fast— into early layers 
when they’re helped with this top 
quality feed. T housands of feeders 
are 
m aking 
Golden 
Profits 
with 
G A I N E R Chick Food, the complete 
chick to pullet feed. Don't be satis­ 
fied with just eggs— make profits, 
early profits— Golden Profits. 


Fer Extra Gains 
Use 
GAINER FEEDS 
All The W ay! I 


HOLLAND'S 
FEED MILL 


122.5 S. Land 
Phone 813R 


r««a 


Increased spring farrowing;, are 
expected to produce a greater than 
normal seasonal decline in hog pri­ 
ces this fall 
However, the hog 
prices probably will remain consid 
era lily 
above 
normal 
at 
least 
through mid 1955. 
The number of 
farrow mgs this fall and next spring 
will be influenced substantially by 
the size of this year's corn crop and 
the amount of non supported corn 
produced. 


You can have fresh sweet corn 
from your garden for a longer time 
this summer either by planting 
several 
varieties 
with 
different 
maturity dates or by planting the 
same variety at several different 
times during the planting season. 


Icebergs have 
Salt Lake. 
been seen in Great 


I 
NOTICE FARMERS! 


Dead or Disabled Animals Removed 
Free of Charge. 


FOR PROMPT AND SANITARY SERVICE CALL 


Harrisburg 79-W — Marion 118 
Vienna 8 


Besides harming the trees, graz­ 
ing the farm woodland provides lit­ 
tle more than shade and too much 
exercise for the cows 
Shade, of 
course, is necessary for cattle dor 
itig the heat of the summer, but 
it ma\ be furnished by a small 
clump ol trees iii the pasture or a 
fenced-off corner of the woodlot. 
Protect the rest of the woodland 
from grazing and gi\e the herd a 
smaller acreage of improved pas 
lure or meadow tor grazing. 
It is 
more protitable. 
To point out the poor pasturing 
value of woodland an experiment 
in Kentucky shows that it required 
25 acres of woodland pasture just 
to keep one cow producing milk 
at the rate of 5,000 pounds annual­ 
ly for IOO days. 
In an Indiana 
study 
ii took nearly 18 acres of 
such pasture just to maintain the 
body weight of a 700 pound steer. 


Mot, uncomfortable hogs i i i sum 
mer may nerd up to three times 
as much feed to put on a pound 
of 
cain 
as hogs that 
are 
kept 
cool and comfortable 


and ready to grow at the first ram 
Ii there is no reserve moisture in 
the subsoil, however, wait until it 
lams before you seed, 
lins may 
prevent loss of seed ii the weather 
is extremely dry after seeding. 


This is a vital period iii the life 
of the pullets which furnish the 
fall and winter laying flock. It is 
important to remember that the 
size of the winter egg income will 
depend upon these pullets 
Good 
care means keeping feed, a clean 
range, and plenty of fresh water 
mailable all the time 
Tins also 
is the time to cull out the pullets 
which arc small and slow-maturing. 
By removing and marketing them 
now rather than later, the teed Iii 11 
will he reduced 


til 
ii ai .I only the 
s ary- dry Scott sug 
i go iii* ad and seed 


I 
i * 
i n 
i li t * 
k l I 


Male Robertson Gelt 
reveals gambling losses in scene from “The 
G am bler F ro m Natchez 
20th Uentnry Fox release, in Technicolor, to 
show at tire G rand SOud.iy, Monday and Tuesday 


CLEARANCE! 
Phiico Air-Conditioners 


Beat the August Heat! 
Buy now at a great savings! 
for 5 years- 
Your Phiico is guaranteed 


One Ton Phiico Air Conditioner . 


3-4 Ton Phiico Air Conditioner . 
Close-Out All Fans 
Atlas Aire, 20", 3-Speed 
WINDOW FAN 


$299.95 


$259.95 
1382 


Buy on Budget • Charge • Lay-Away 


Attend the Saline County Fair — Starts Monday 


17 South 


Main MAC’S 


Phone 


17 


Airconditioned for Your Comfort 


C. E. T A Y L O R 
r e f r ig e r a t io n 
SALES A N D SERVICE 
ACROSS FROM GRAND THEATRE 
HARRISBURG 
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Read Register Classified Ads for Bargains 
~ 
j 
e l s e s 


N O T I C E : 


There will be no trophies at this year's Saline 
County Fair for Betty Crocker's Chiffon Cake! 


However, the usual cash prices will be awarded. 


Saline County Fair Board 


NOTICE 


Special meeting for clerks of Local 896, Harris­ 


burg, III., Monday, Aug. 2. 5:30 p. rn. 
This will be 


the only meeting during the month of August* 
All 


members are requested to attend or be subject to a 


$1 fine if absent. 


LOUIE STR ICKLIN , President 


G U Y PRICE, Financial Sec'y & Business Agent 


M O ZEL SPENCER, Recording Sec'y 


Come To The FAIR! 


Saline County Fair, August 2-7 ,1 9 5 4 
Monday Night: 


Jack Kochman's World Champion 
Hell Drivers 


ATOMIC CRISSCROSS LEAP 
The sensational leap pictured here is the breath-taking climax 
to I 28 events Thrill Show presented by Jack Kochman’s World 
Champion Hell Drivers who will appear at the Saline County Fair 
Monday, Aug. 2. Catapulting a speeding open car up a rampway 
r n Into space as if shot from a gun, this driver sail the auto high 
ever another car passing directly underneath and lands upon a 
receiving ramp approximately 120 feet away. 
By far the most 
dtangerous of Thrill Show Events, this one event has claimed the 
Hves of eight daredevils in the past. Geo. Patton who makes this 
topp is tim only driver using an open convertible car for the 
prltocross leap. 


^TUESDAY: K ID S 'DAY. .. 
* ^ \ 
•fkee Admission to Carnival 'til 5 p. rn.— Rides 9c 


See and Hear 
LUCKY LEROY 


Wednesday Night 


Thursday Afternoon 


* R A C IN G 
• SPECIAL EN T ER T A IN M EN T 


' 
• C H A M P IO N HORSE SH O W CLASSES 


Friday Afternoon — Free Gate 


9c Carnival Rides 


FRIDAY NIGHT: 


Southern Illinois Talent Show! 


SATURDAY NIGHT: 
V 
■ 
<2 


Saline County Beauty Contest 


Sponsored by Harrisburg J. C s. 


Don't 
Miss These and 


Many Other Fair Features 


Box Seats 75c & $1.00 
Grandstand Seats 50e 


Season Parking Tickets 
$1.00 each 


Supreme Worthy High 
Priestess Pays Official 
Visit To Egyptian Shrine 
Supreme Worthy High Priestess 


Ledford Vota Vita 
Class Receives Pins 
The Vota Vita class of the Led 
_ ford 
Juanita Mauss of Kansas City' Mo., tenthly social at the borne of Mary , 
paid an official visit Thursday eve- McDermott. 
; visiting at the home of her 
■ring to th . Egyptian Shrine No. 56. . n ' me? unJ. ° ^ nod 
Soihw Mrs I ula C raven' 
Order of the Whit, Shrine of Je- by 
Cl*r,d» and th, class 
M r' l” tUi. German of York- 
„ , 0 
SS, - 
6*' * r”*M W' H*ve * 
ted . is v?stog old friends 
A banquet was held at 6:30 p. rn. ;Je£us . 
4, 
. 
. 
. 
in Ral*i*h 
Tbf Mbl^ l , « rim ihich ^ e S'ord?4d bf 
Mrs le s s . Yates had a, recent 
were' Planed to form a cross..m d 
' « « » » 
B 
Mr. 
and 
Mrs. 
Wayne 
favors of colorful paper dolls, dress' I ' fp ? 
« S c i rf the s^ re ta rf Wright amid her grandson. Charles 


Several from here went Wed* 
c*sd*y evening to the First Bap* 
Baptist church met for its 
H artsburg 
^ ar 
r 
■ ■ 
the world Mission team. 
Anoa Mae Stafford of St. Louis, 


WSIL-TV Program 
C k U M lU 


Lewis Riles al 
Brownfield Sunday 


SATURDAY — P. M. 
5:59—Sign On 
0:00—Cactus Pete 
0:30—Lucky LeRoy Show 
0:45—Front Page 
7: OO—Hopalong Cassidy 
7:30—Range Rider 
8:00—Captured 
0:30—Sports By-Line 
8:45—Wrestling 
9:45—Final Edition 
10:00—B Hive Show 
12:00—Sign Off 


G E Slavey, Galatia, Rev. Tvart 
Christoff, 
Brookport, 
aud 
Rev. 
John Flannery, church pastor, will 
officiate. 
The funeral of Charles M. Lewis, 
The body lies in state at the Rott- 
who died at his home in the Brown- man funeral chapel. 
field community Thursday n 
i g 
h 
t ___________________ 
ill be Sunday at 2 p. rn. at the 
Tom Thumb's real name was 
Baptist church in Brownfield. Rev. I Charles Sherwood Stratton. 


ed in the colors of the supreme •10 
, 
-,k 


purple and" 
“ ‘j X c M 
S u n l i g h ' t ” 
S S : . * * - * 1 ~ » C .« ? C h ,ff« u A rt. 
Eskel Weight. Wayne Wright is on 


priy<r by Fran" s 


bouquet were placed paper dolls. 
The decorations were made by Mrs. 
C. Kendall Rockwell and Mrs. Don 
Endicott. 


made in the shape of talism an ros- 
ll! 
? 
- 
k 
rim*. Tate 
cs w hich is her flower 
The t»hi« 
The devotion w as given by M ary 
ia iy 
, 
es w n itn is nor flower. 
The table M^nermntt w ho took her scripture 
Mr. and Mrs. Jam es D aniels of 
was entered with a bouquet of var- i 
a n d ^ l 9 th P^liiis 
st. fjtuis, Mo., spent the week cod 
ions yellow flowers and around the X t t s v e r e w h a n g e d and re. »«*» Mr. »nd Mrs. Dayton Minner 
freshmen!. were served to th . fol- 
family. 
lowing: Marie Price, Arni McGill. 
Mrs. 
Essie 
Musgraves spent 
Blanche Clarida, Ellen Butler and Saturday with Mrs. George Ess try 
A lnvplv hn«skf»t nf ciariifaii Hvio children. 
W. L., Larry and Tonita, 
of Eldorado. 
ie«! and aster* 
a 
r c 
s 
i n 
I frances Lightfoot and niece, Fran- Mr. and Mrs. 
Jim Moore h ad as 
Shrine bv Sni Tiara v-T.iiii? 
1ces Phillips, and the hostess, Mary week end visitors, 
their son and 
from FI dorado few 
McDermott and children, Sue. Col- family, Carl Moore, from Collins- 
A refresh m en t of punch w a ^ e r v e d 
-johnny. Corn May. Judy and v i l £ 
nod their 
son-in-law and 


fn 'fm m FldS'aHo if.” 
I 
-------- 
land fro i n . r k ^ n Mich 
t ! . , 
or the rofrpshn^nt rnmmiVI 5 
rge 
Guy Turner, 319 Fast Logan, is also had with them their son-in- 
AirionJthn 
vffi n ut in thc Lightner hospital recuperat- law and daughter. 
Mr. and Mrs. 
p - a i ? nit* S riln n hi k 
" 
1 in8 frow a m ajor operation per- Huston Heathman. They all visited 
L / 
Pr,est- formed Monday of this week. 
Munday with Mr. Moore’s sister, 
Mrs. Sam Skelton, of Eldorado. 
L 
m c? I r ,?! ilI 
^ 
Henry Messman and grandson, i 
Mrs. Otto Straw of Eldorado wa-’ 
ft 
r 
‘ 
Gliests Cletus. returned to Cincinnati, O., a recent guest of Mrs. Jesse Yates 
fkn I <!n !ale!’ I f ? . pr€Sent; . J after a visit with his sister, Mrs. Monday. 
Mrs. Yates was a guest 
, 
J*® Electing was held Clara Turner, and Mrs. Cipo Ba- of 
Mrs. Strain 
for the 
evening 
at the Elks home where the guest ber 
i meal 
i i l>oft<,r “ i ' i «»«"> Sifts, an 
Mr! ,nd Mrs. Clin. Tat. r...n t- 
honorary membership to the Har-i 
Frankie Sleinmarch, 13 months iy attended a birthday dinner in 
risburg Shrine, a gift from the old son of 
Mr. and Mrs. Julius honor of Mr. and Mrs. Anion Jones 
.n ri n^ 
KS* . Southern 
Steinmarch. 
who underwent sur- at the home of their daughter in 
Illinois White .Shrine club and a gery Wednesday morning, is r e - fa rrie r Mills. 


SUNDAY — P. ML 
3:29—Sign On 
3:30—Faith For Today 
• 
4:00—Douglas Fairbanks Presents 
4:30—This la The Life 
5: OO—Douglas-Dirksen 
5:15—Industry On Parade 
5:30—The Big Picture 
0:00—You Asked For It 
0:30—The Christopher Show 
0:45—Weekly News in Review 
7:00—Gene Autry Show 
7:30—Pepsi Cola Playhouse 
8:00—Life With Elizabeth 
8:30—Organ Melodies 
8:45— Baseball Hall of Fame 
9:00—Break The Bank 
9:30—What’s Your Trouble 
9:45—Sunday News Final 
10:00—Family Playhouse 
11:00—Sign Off 


personal gift from Mr. and Mrs. covering nicely 
Jesse Chastain, watchman of simp., 
. 
y' 
herds and worthy high priestess, 
respectively, and a number of oth-1 C a le n d a # a f 
ers. 
The soloist, Boh White, Vienna, 
sang “Juanita," “Memories" ,*"'4 
Meetings 
and 


Roger Forrest Johnson of the U. 
S. 
Marines, 
whose 
home is at 
Zeigler, was a guest at the home 
of bis sister, 
Mrs. Todd Taylor, 
Tuesday evening. 
Callers at the home of Aunt Win­ 
nie Newcom Sunday were Misses 
Zella and Teoria Greenfield, Madge 
Emma 
Hall, 
Lillie 
“Just For Today.” 
j The film 
“Children Limited,’ 
The meal was prepared and serv- sponsored by the Saline County 
, ylir 
. 
•»...«■ 
cd by members of the Order of Association for Mentally Retarded Whitlock, Mr. and Mrs. Bill Smith 
Eastern Star. 
iCbildren, will be shown Tuesday, 
*nd ^ rs- 9*’car 
Aug. 3. at 7:30 p. rn in the Mc- Cable, Mrs. Kila Whitlock and son, 
Kinley school. This film from the J «bn, of Mt. Vernon, Mrs. Mamie 
Springfield Health Department con- Weaver of West Frankfort, 
Mrs. 


MONDAY — P. ML 
5:55—Sign On 
6:00—Cactus Pet# 
6:30—Lucky LeRoy Show 
6:45—Front Page 
7:00—Ford Theatre 
7:30—Inner Sanctum 
8:00— Art Linkletter 
8:15—Mary Jeanette Parker at the 
Organ. 
8:30—Fights—Boxing 
9:30—Hormel Girls 
9:45—Final Edition 
10:00—Sign Off 


Candlelight Unit Meets] 
With Mrs. John Slightom 
The Candlelight unit of the Sa |cerns the trainable child, and the Mollie Upchurch, Mrs. Mavis Tay- 
line County Hom^ Bureaii^ met 
* ° ^ du 
MrS LUU CraV*nS’ MrV Mary 
Wednesday at the home of Mrs. 
John Slightom, Bol South McKin 
ley. 
Twenty members were pres­ 
ent and there was one visitor, Mrs. 
Betty Prusaczyk. 
The major topic, “How to Freeze 
Cooked and Baked Foods,” was giv­ 
en by Mrs. Glenn Wallace and Mrs. 
Dick Carpenter. 
The minor topic 
was given by Mrs. S. V. Quest el Ie 
and her topje was to be “Any In­ 
teresting Subject.” 
She chose to 
conduct a round table discussion un 
“Teen Age Children, Your Prob- 


eate the public as to the need of Eider. Mrs. Ueba Tate and daugh- 
special classes for children that are 
Gwen, 
Mrs. 
Tate 
brought 
trainable but not educable. 
Aunt Winnie her dinner. 
----- 
Monday callers with Aunt Win- 
I. O. 0. F. Lodge 386 will hold nie Newcom were Mrs. Kila Der- 
its regular meeting at 7:30 p. rn. ing, 
Mr. and 
Mrs. Jim 
Moore, 
Monday. James Suver, N. G. 
Nova James, Mary Elder, Mrs. 
Ithoda 
Yates, 
Mrs. 
Duncan of 
Pride of Midway lodge, No. 679,,Harrisburg, Mrs. Daisy Rude of 
wjll hold regular* meeting Monday Kentucky and Mrs. Wanda Brain­ 
ed 7:30 p. in. 
Degree staff- prac- let, who brought Aunt Winnie a 
tice. 
Ail 
members urged to at- p«n of chciken. 
Tuesday caller^ 
tend. Anna Loa Sowers, N. G. 
were Mr*. Essie Musgraves, Mrs. 
iHhoda Yates, Opal Goodson, Mrs. 


l'? ia an"d^ T m YX 
t a t,h f i i hue^ ; ! ri- 
^ 
Win"ie “ 
picnic and a committee appointed. Harrisburg ° « o ^ i y ‘evm ng % ! ! ' 1 
Mrs Id» 
who has been 
Mrs. Slightom was assisted by ” for t t *'isfrkt ” Uth r ^ : H iv 
m E^ nsvUle 
' l i t " " 
Mrs john Poster and Mrs. Olen In-1 Joseph 
L .Kisser of Metropolis h,m c it 
gram in serving delicious sodas and will be the speaker. 
Everyone is 1 
cookies to the following: 
Mrs. vited. 


is 


Glynn McCormack, Mrs. Harry El­ 
mer Wirth. Mrs. Morris Holbrook, 
Mrs. Fred Wiley, Mrs. Earl Clark, 
Mrs. Max McDowell, Mrs. Glenn 
Wallace, Mrs. Eugene McCormick, 
Mrs. Ed Bean, Mrs. Harold Emp- 
son, Mrs. Richard Carpenter, Mrs. 
S. V. Questelle, Mrs. Wayne Kerr, 


B ltH ia 


To Mr. and Mrs. Jack Merritte. 
Richmond, Mich., a girl named 
Janice 
Louise, 
weighing 
nine 
Mrs. Sam Potter! * Mrs" John Wag- 
b?r\ h 
L ^ 
ner, Mrs. Don Williams, Mrs. Bill 
J / 
iif/i 2 1 ? 
Keen and Mrs. Betty Prusaczyk. 
’George Mays 


Sonia and Tenny Tarlton 
Hostesses To Church Classes 
The intermediate, junior and be- j 
ginner classes of the Herod church I 
held their July meeting Wednes-' 
day evening at the home of Sonia; 
and Tenny Tarlton. 
Donald Harbison called the meet­ 
ing to order and the song, “I’ll Be 
Listening,” was sung. Ann Harbi­ 
son read the scripture from John 8 
which was later discussed by the 
group. 
The next meeting will be held j 
FOX LAKE, 111. <UJR> — Mrs 
Aug. 24 at the home of Wanda j Dorothy Moriarity, 39, was in scri 


Jerry Yates of Edwardsville has 
bren a recent guest in the home of 
his 
grandparents, 
Mr. and Mrs. 
Jesse Yates. 
Recent callers at the home of 
Opal and Darlene Goodson were 


The American wool industry was 
begun about 1643 by wool comb­ 
ers and carders from Yorkshire, 
England, who settled in Rowley, 
Mass. 


Mrs. Bill Lamb and daughter, Lela 
Ann, Mrs. Betty Reynolds of Har­ 
risburg, Mr. and Mrs. John Good­ 
son 
of Rosiclare, 
Mr. and Mrs. 
Wash Smith and family of Kichorn, 
Mr. and Mrs. Lee Tyree of Eldo­ 
rado. 


let Us Do ’four Important 
r o l l film 
PKJ NT! MG I ENLARGING 
J f C . ^ lx a lf 


Whichever way things go-- 


you'll want enough 


"CASH COVERAGE!" 


There’s nothing like spot cash to take you off th e 
sjK>t in an emergency! 
Nor anything more prof­ 
itably useful than a reserve fund for bargain-buy­ 
ing. 


Yes, you’ll feel better about being able to m eet 
future money need* it you always keep your check­ 
ing account ami your savings account above the 
safety level. 


Harrisburg National Bank 


■•mtor Federal Deposit tolerance Cerparatfee 
Beton nf ladle Broadcutlng Stollen WOR 
and WEBQ-m 


FLORAL DESIGNS 


C U T FLOW ERS 


PLANTS 


FOR ALL OCCASIONS 


Ford's Flower Shop 
415 N, Webster 
Ph. 230 


N O T I C E 


Rechter Brot. Store will be Closed all day Mon­ 
day, August 2, to take inventory and to prepare 
for their greatest Mark Down Event in the his­ 


tory of their business. . . . 


Sensational Mark Down Sale 
Starts Tuesday, August 3. 


Watch for Special Advertisement in the 
Monday issue of The Daily Register! 


RECH TFR BROS 


Woman Dragged 
Underwater 
By Motorboat 


Modglin. 
The meeting was dismissed by 
Wilma Harbison. 
Games and re­ 
freshments of ice cream, cake and 
Cokes, were enjoyed. 


ous condition today after she was 
dragged under water for about 
4,000 feet behind a motorboat. 
The boats operator, Miss Joyce 
Daviin, a 31-year-old heiress, told 
Coast Guardsmen Friday she was 
towing three water-skiers, one of 
them Mrs. Moriarity, around Mine­ 
ola Bay on this lake. 
She said the other two dropped 
i off after a circuit of the bay. She 
then made another tour of the bay 
| and looked around to see if Mrs 
Moriarity was ready to get off. 
She did not see her, she said, so 
she cruised in search of her, and 


J failing to find her, called for help. 
As a Coast Guard craft was put- 
ates 
i ting out, Miss Daviin saw Mrs. 
Just north of Eldorado, James R. I Moriarity bobbing on the surface 


Mr. and Mrs. Charles R. Buell 
and children, Leslie, Virginia and 
Richard Henry, of Baltimore, Md., 
are visiting his parents, Mr. and 
Mrs. H. 0. Buell. 


27 OU Operations 
lo Saline County 


(Continued from Page One) 
the geologist for Stelle and Associ- 


Grandin’s No. I E. Kittinger, 8-8s- behind the boat. She raised her 


tions. 


7e, is drilling below 2950 with V T jHi® 1*11 
r°°kr,wLr» t0 a 
Drilling Comoanv’s tools of Evans P 
where a Coast Guardsman ad- 
ville 
The same oD erator’s No 
I m,nbtered artificial respiration be- 
Ind 2 D T T e d e r are both l^ca /ore she *»s ,akcn to St* Ther<*«* 
ana I ti. r. Heeder are both loca- Hospital in Waukegan, 111. 
Pour miiric Lnrihu/^t ct 
I 
Coast Guardsman John Shay said 
j , o ilie r ann Rnhicnn iro it? 
Mrs Molarity had slipped off her 
ins IX? «n/i f 
e 
l 
t 
f 
i 
w 
skis and became entangled in one 
iiii r c 
i n 
H 
? 
n 
of thc dangling ropes used by one 
Woolard Heirs, and Calvert Drill- 0f the other water-skiers. She had 
mg has completed the No. 4 Ben been dragged all around the bay 
Davis, for 109 barrels of oil a day jn water up to 20 feet in depth, he 
from the Cypress 2535-50 after frac- sajd. 
taring. 
Mrs Daviin is free on bond oui 
Seek Permit to Reopen Hole 
a charge of setting fire to the lake- 
The same operators No. I J. side Mineola Hotel last October. 
Bona, a wildcat location in 23-8s-5e, She said she set the fire because 
near Harco hasn’t started yet. 
the operator was engaged in a le- 
Four miles northeast of Galatia, gal squabble with her mother over 
Arlenna Donovan of Raleigh has the hotel’s ownership, 
applied for a permit to reopen a 
n 
-------------------------- - 


» 
A 
hn°na S M ? fiV& S 
7s-6e and test the McClosky lime. AchfOVfVHCfttS of 
Drilling hasn’t started y e t 
| , A 
, 
^ 
Just northwest of Eldorado, mi- Information Agency 
nois Mid Continent is drilling be- 
WASHINGTON dJJD — President 
low 2400 on its No. 2 Leslie Stinson Eisenhower has congratulated mem- 
with Dee Watson’s rotary rig of Mt. hers of the world wide United 
Carmel. The No. 3 is a location. 
States Information Agency on their 
In 18-8s-7e, Pep Drilling and “substantial achievements” during 
Frank King have set casing on the the agency’s first year of opera- 
Aux Vases 2924-38 on their No. 2 tions. 
George Watson. NW NE NE, one lo- 
The agency operates Voice of 
cation west of the No. I test which America radio broadcasts, the ovef- 
was dry and abandoned a few seas libraries, motion pictures and 
weeks back. 
press and publication services. 
Nash Redwine’s No. I Ruth Stin- 
These functions were taken out 
son, 20-8s-7e, is pump testing the of the State Department a year ago 
Paint Creek sand 2706-26 after frac- and placed under the independent 
luring and is only making about 12 "Urgency. 
The agency will be one 
barrels of oil a day with lots of year bld Sunday, but its anniver- 
water. 
^wry was celebrated today. _ ^ 


NOTICE 


TO 
PERSONAL PROPERTY 
TAXPAYERS 


According to law all unpaid personal property taxes were delin­ 
quent June L 1954. 


Paragraph 692, Chapter 120, Revised Statutes of Illinois provides 
as follows: 


"In case any person, company, or corporation shall refuse or ne­ 
glect to pay the taxes imposed on him or them, when demand­ 
ed, it shall be the duty of the collector to levy the same, togeth­ 
er with the costs and charges that may accrue, by distress and 
sale of the personal property of the person, company or corpor­ 
ation who ought to pay the same." 


All taxpayers concerned, please take notice and avoid needless 
expense and trouble by paying personal taxes without delay. 


Paul Hilliard 


CO U N TY COLLECTOR 


(/S U 


n224 


SWEETIE PIE 
By NarfiM Sulfur 


M 
W 
A 
H 
T 
M 
S 


Spec*"* Discount for Cosh-with-Order 
Phone 224 


TS 
t o UM N r Each I— rtiota. 
M in im u m A d A c c e p ie J T W O L in e s 


(I) N otice 
(4) for Salt (Cont) 


TYFX WRITERS 
AND 
ADDING »*«■< E 
REDl CED| 
I machines: for sale sud root. Cline 
N tokei^oaU oj^ 
Wads 
Typewriter 
4 Stationery Milo H u l L g M W l 
H 
o 
t ! Main S t, Wast 
Store, 
fort. XU.. Sh 
444. 
WMT 


NOTICE TO VETERANS 
R en al for atle—low down pay­ 
ment. O'Keefe Lumber Co., foe., 
Carrier Mill*. 
l t t - 


R E G U L A R 79c HOUSEHOLD 
Gloves now 39c. R a inbow’.s Rexall 
I Drug Store. 
27-3 


'GET SET FOR THE HUNTING 
season and get your ammunition at 
Rainbow’s Rcxali Drug Store. 28 3 
In M emorim 
In memory of our husband and 
father, James B. Harris, who pass-j 
ed away one year ago today, July 
31, 1953. 
From us a face is hidden 
And though his voice is Still, 
We hope some day to meet him 
Around the great white throne 
Sadly missed by his wife Bessie 
and children. 
29-1 


(2) Business Strrictt 


SUNDAY SPACIAL 
CHICKEN A 
DUMPLINGS 
or DRESSING 50c 
ROAST BEEF 60< 
Mashed potatoes, cole slaw. 
Choice of baked beans, butter­ 
ed carrots and peas, sweet po­ 
tatoes. 
Hot rolls. 
Homemade Pie 10c 


K IC K 'S C A F H 
401 N. Jackson 


(4) For Soli (Cont.) 


F R A S H 
CHANNEL CATFISH 
BONELESS CATFISH 
BUFFALO 
PERCH 
< Al: 
Yours fishings, 
S O X ) DY 
Open All Day Sunday 
P h . 483 


(5-A) Heir Wonted 


(6 ) E m p lo y m e n t W a n t e d 


(7) Lost 


ALL THE 
HOI 
WATER 
need with Crowley Automatic 
trie water heater 
O’Keefe 
ber Co., Carrier Mill- 


YO! 
Flee 


COU5 


i yREWRITERS 
. ne1;, called for 
*i 
.1 
WADE 
ie ierv More, 404 
t Frankfort, III.. 
185-tf 


QUICKIES 
Bv Ken Reynold* 


TRADING POST 
17 W. Elm. 
ph. 671-W 
Expert sewing machine repairs on 
■1 
nay make machine; full line of 
,* n> 
sewing machine supplies. 
29-30 


IEE “SHORTY** BOBSON AT THE 
Irvin Appliance Co. for tb s bait in 
appliance ae "vice an 
E. Poplar. Ph. 1144 


DON’T FORGET 
WHEN 
YOU 
buy a new or used car, see Porter 
and Kent Chevrolet Co., Shawnee- 
Open 
till 
9 o. rn. Satur­ 
days. 
23-60 


USED CAR PARTS; 
’47 FRAZER, 
’Al Hudson, ’40 Plymouth. Walter 
parts. I E ^rifovlkwell, Wilmoth Addn. 
*28-2 
B M 
-------------------------------------------------- 


TELEVISION, t OUT OF IO BE- 
paired In home* 
Cooper TV Co . 
ph. 766-R and 1272%!.________ Mb-ti 


Wrecker Service 
At Night Call 214-R 
Motor Co., “Chevrolet Bala* 
errice 
and Bef 
Operator, 
* Phone 69 or Bi 
Rodney Myen 


5-RM. 
ALL 
MODERN 
HOUSE 
with or without furnishings. 
709 
S. Main. 
*27-3 


5 ACRES A T L I BERTY, 
HALF 
mile from Liberty church. 
Has 
two nouses, one 4-rm. and one 2- 
rm. house, has barn, hen house, 
all fenced for hogs. 
Sec or call 
Martin Hooper, 1812 Marshall St.. 
Eldorado, ph. 308-WX. 
*29-3 


Flit,hts Halted 


By Strike of 


Airlines Pilots 


Dispute Caused 
Stop, Coast 


TIM Doily Register, Harrisburg, Illinois 
Page Four 
Saturday, July 31. 19.» 


First Cumberland Presbyterian 
Galatia 
Ramey Series, pastor 
Sunday school 9:30 a. rn.; Eugene 
Wallace, superintendent. 
Morning service 10:45. 


Wasson Social Brethren 
le v . John M. Bensh**, pastor 
Sunday school IO a. rn.; Norman 
E. Albert, superintendent. 
Preaching service second and 
fourth Saturday 7 p. rn., Sunday l l 
a. rn. and 7 p. rn. 
Prayer meeting Wednesday 7:30 
p. rn. 


ham Haney, superintendent. 
Worship service 10:45 a. rn. and 
7 p. rn. first and third Sunday. 


Carrier Mills Methodist 
H. R. Herrin, minister 
Morning worship 8:30. 
Sunday school 9:30 a. rn ; Gar 
field Thomas, superintendent. 
M. Y. F. 6:30 p. rn 
Evening evangelistic service 7:30 
Midweek service Wednesday 7:30 
p. rn. 


chiles 


ALEMITE LUBRICATION SERV 
t— 
Boo Frank Owona, Saline 
W 
S & M 
^ 
m f 
a n t Ca 


SUTTON SIGN SERVICE. 
your Fair signs done now. “ FOR 
SIGNS THAT SHINE,” Ph. 79-R. 
•273 


J. L. IRVIN—SIGN PAINTER 
has been serving Harrisburg for 
33 years. 
(Life time member of 
painter's Union). 
Shop location, 
Dorris Heights, Ph. 392-W2. 20— 


GET 5 RM. HOUSE WITH BATH AT 25 
W. 
Midkiff 
St., 
nice and clean, 
$3,000. Small down payment. Bal­ 
ance like rent. 
Call or see Mar­ 
tin Hooper, 1812 Marshall St., El­ 
dorado, ph. 308-WX. 
*29-3 


ONE NEW 3-4 TON MAGIC CHEF 
room air conditioner at cost. Ray 
Durham Lumber Co. 
27-3 


PHONE 53 
FURNACE CLEANING — GUT- 
tering — Furnaces, Coal Oil and 
Gas; Stokers — Air-Conditionlng. i Hopper 
1812 Marshall 
City Coal Yard and Tin Shop. 
radp. ph. 308-WX 


ROOFING, 
SIDING 
AND 
HOT 
Mopping, 
rock 
wool 
insulation. 
FREE ESTIMATES. Archie Abney 
Home Supply and Roofing. 
PH 
1457 R. 
15— 


WATER HAULING. 
R O B E R T 
Beamlet, IO mi. west Hbg. ph. co. 
39-F14. 
29-2 


5-RM. HOUSE WITH 4 ACRES ON 
Rt. 142, 2M> mi. from Eldorado, 
nice cabinets, bath 
See Martin 
St.. Fido 
*29 3 


BLUB BOID COAL, WASHED, 
oiled; treated, 
a i i and atokerJ 
Jackson leo A Coal ph. 236. 107-tf 


“ . 
. looks like tin 
month again -vw tot 
.•ell villi a Hegi tei V, 


A 
PROFITABLE 
Bl SINL 
(hiding buildings, fixture on i 
hi city. 


Will buy ©(judy in rn <. 
or semi modern dwcllim 
t* 
by G. I or I 
if A. 
loan. I 
Lavender. 


SPC. PLUMBING FIXTURES 
ft. cast Iron tub $149.95. 
O’Keefe 
Lumber Co. 
134- 


J E N N Y 
LIND 
B E D 
ANI 
springs. 710 S Main, ph LUHM 
-29 


89c 
BATH 
spray, 
59c 
Drug Store 


AND 
SII A 
al 
Rainbow 


fie 1,200 
cenation, 
»!» p rn 
•ountry’s 


airline 
sehcd 
accept 


flights 
go, the 
an Air 
ices on 
flights 


. (hod 
resor 
* w 1 1 r !•; 
modate 


.‘ii tea 


*49 CADILLAC, TWO 47 < til 
lets, and 20 other used cai 
Garage, Rt. 45. 


COAL—ALL GRADES 
3x6 Stoker washed and oiled, 
dling—chat. 
City Coal Yard 
Tin Shop 


kin 
and 
74 tf 


GOOD TIMOTHY HAY. 
CALVIN 
Bramlet, 8 mi. west Hbg., phone 
30-F22. 
29-2 


OR TRADE, USED CARS. TERM 
Mitchell Broa. Garage. Dorrisvilie 
106 lf 


(3) For M itt 


TWO OFFICE ROOMS ON 2ND 
floor of First National Bank B lag.; 
Ph. 942-W. Mrs. O. O. Cummins. : 
19-tf I 


NICE 2-RM. APT., PVT. BATH; 
end ent. 
lnq. Plckford’s 
Flower 
Shop________________________ I O - [ 


SEMI-MODERN 4 RM. HOUSE AT 
323 S. Main. 
Call at 5 W. Ray­ 
mond. 
29-3 


OR 
TRADE: 
1853 CHEVROLET 
Bel Air hard top, fully equipped ! 
See Clem Overton, ph. 62I-J. *26 4 


M O SEEDS 


BUY - 


W K 


-CLEAN- PROCESS 


CONCRETE MIXERS AND FLOOR 
sanders. 
O’Keefe 
Lumber Co., 
Inc., Carrier Mill*. 
162— 


LARGE 3-RM. OR 2-RM. MOD- 
ern furn. apts. 
lnq. 312 S. Main. 
16— 


GRM 
MODERN 
et 709 W. Sloan, 
inq. 725 W. Sloan. 


KURN. HOME 
Ph. 1418-R or 
27-9 


3 - RM 
ground floor. 
FURN. 
MODERN 
Ph. 278 R. 
APT , 
28 2 


all fillet seeds. Bring: us 
your seeds from the com­ 
bine to sell or have clean­ 
ed. 
We store until you 
need them. Most any lot 
of clover can be made to 
pass 111. Tag:. 
Removing dodders and 
buckhorn 
from 
clovers 
our specialty. 


Jones Farm Store 
and Elevator 
Ridgway 
Ph. 83-R3 


AIU CONDITIONERS, Ala. SIZES; 
table, window, exhaust fans ..til 
sizes at special prices. 
Pu e in u 
latino. 
Uzzle Appliance Co , C f 
rier Mills. 
28: I 


A CHOICE OF FINE Kl l’( HK 
accessories free with a $1 porch.a 
of Rexall Drug 
on I medicine 
the Rainbow Rexall l>"Ug S' ut 


• 
vert* 
ii many 
s V (TC 
to their 


boca tnt* 
lie com* 
the wi­ 


ttily 


Ii :ht- 
;md 
illot’.s 
(las 


“The ice cream man wants to »•• you! 


H e w Rains Hit 
C M tiO fl R M 
Sections; Fire 


Hazard in California AOdillSf SCdfCH 
By United Press 
I f iind.Txtorm -, cloudbursts 
and 
WASHINGTON (lf — American 
hi tornado brought drench- an(j British officials have cautioned 
un 
to scattered parts of the an American pilot against flying 
nil 
mc i\ while a heat wave 
Hed-beld 
Hainan 
Island 
to 
'•< I ut tv a rd to California. 
search for a possible survivor of 
I 
i in . ■ it I rainfall was dump* the British airliner shot down by 
(I on 
outheastern Texas and in Chinese Communist planes. 
\ 1 1/o ra where tons of water sent 
a State Department spokesman 
ii ll rn cr 
over their hanks. 
said the pilot, Perry B. Cutburth 
Huh wind? 
blowing dust and a of Pittsburg. Ran., told authorities 
i i Huck Omaha, Neb., kill- in Hong Kong he was willing to 
ut' one p< i 
on, and small torna- make the flight in an effort to 
ripped 
through rural areas find Leonard Lee Parish, a friend 
.ear York and Ames, Neb. 
The who was aboard the ill-fated air- 
i . i ti i . damaged 
farm buildings1 liner. 
hut no 
.I i sa It ics were reported. 
He cited a British pilot’s report 
\ 
Canon cav Colo, tons 
of that a rescue boat was seen in 
I 
. 
and mud.' drenched 
b> 
a the arca after the disaster a week 
ii.un storm, 
rolled hundreds ago. 
i 
ii et into a gorge, injuring two 
The State Department, however, 
md virtually covering a Rio said there is “little likelihood’’ that 
d< Western freight train. 
Parish and his two sons survived 
In 
( diiornia 
the 
temperature when the plane crashed into the 
ri d to new highs, hitting 95 de- South China Sea, near Hainan. 
if. 
t im* Angeles, a record for 
Cutburth was “ not encouraged to 
, 
ti ,t, 
undertake such a mission,’ the de- 
TW 
hot 
md dry weather was Pertinent said, because of the risks 
,- 
ri pe at Ere I-i/.ard 
.stage ^ h c ^ S ta te Department, 
mean* 


'lh 
r 
hm led eiehtS fires and itim e» was build,n8 a cas* for a 
’ 
I 
n o r ! frnm 
th* new protest to the Chinese Com* 
‘!! 
M,Y 
r' ll. 
o i l. lr. tho munists over the loss of the three 
-un, unn pan of the 
state 
Americans, 
and the subsequent 
00! 
Communist 
air attacks 
on 
two 
Al (.lobe 
Xii/ 
lied Cross offi- American search planes. The two 
i i ,,sked the federal government Re(j planes were shot down by 
d ed alc a national emergency their intended victims however. 
H ere to help 50 families .stricken 
drenching 
cloudburst 
that 
( >ii cd 
.ii estimated 
two million 
ioliat 
damage. 
flu t 
S 
Weather Bureau said 
the temperatures for the next 30 
__ ______ 
(•;,vs 
will average 
above normal 
PITTSBURGH (CB) — Two sur­ 
l i er the Min baked western third viving girls of a set of quadruplets 
Hie n it inn and in the Middle horn to Mrs. Ruth Hurd. 25, Negro, 
ay in 


Rig Saline Baptist 
Elder Matthew Roberts, pastor 
Sunday school IO a rn. 
Worship service 
first and third 
Saturday night, 
Sunday morning 
and evening. 


Equality Social Brethren 
Rev. Clifford Brinkley, pastor 
Sunday school 9:30 a. rn.; Tom 
Mahan, superintendent. 
Preaching first and third Sun­ 
day l l a. rn. and 7 p. rn. 


Raleigh Baptist 
H. T. Taylor, pastor 
Sunday school IO a. rn.; Robert 
Mings, superintendent. 
Preaching service l l a. rn. 
Training Union 6 p. rn. 
Preaching service 7 p. rn. 
Prayer service Wednesday 7 p. 
rn. 


Calvary Tabernacle 
415 South Mill street 
Lloyd H. Aud, pastor 
Sunday school 9:45 a. rn. 
Morning worship 10:45. 
“The Missionary Hour” broad­ 
cast over WEBQ 6:30 to 7 p. rn. 
Sunday. 
Evangelistic service 7:30 p. rn. 
Midweek prayer service Wednes­ 
day 7:15 p. rn. 


Bodement Social Brethren 
Earl Vaughn, minister 
Sunday school IO a. rn.; Roy De- 
Neal, superintendent. 
Preaching service l l a. rn. and 7 
p. rn., each 
Sunday except 
fifth b,3U p- 111 
Sunday. 
Young people’s meeting Tuesday 


Church of God 
515 South Land Street 
Rev. W. J. Milligan, minister 
Sunday school 9:30 a. rn.; Cecil 
Abney, superintendent. 
Morning worship 10:45. 
Evangelistic service 7:30 p. m. 
Prayer meeting Wednesday 7:30 
p. rn. 
Young People’s Endeavor Friday 
7:30 p. rn ; Burnett Brantley, pres­ 
ident. 


Dorrisvilie Social Brethren 
Tommy Guest, pastor 
Sunday school 9:30 a. rn.; Gloyd 
Simpson, superintendent. 
Morning worship 10:40. 
Evening service 7:30 
Brotherhood Tuesday 7 p m 
Prayer meeting Wednesday 7:30 
p. rn. 
Young people’s meeting Friday 


7 Pi 
rn. 
lay er meeting Wednesday 7 p. 
rn. 


Lone Oak Methodist 
Irvin Braden, pastor 
Sunday school 9:30 a. rn.; 
Eu­ 
gene McConnell, superintendent. 
Worship each second and fourth nesday 7:30 p 
Sunday l l a. rn. and 7:30 p. rn. 


Union Chapel 
Cumberland Presbyterian 
Vola L. Sittig. minister 
Sunday school IO a. rn.; Paul 
Holland, superintendent 
Morning worship ll. 
Christian Endeavor 7:30 p rn. 
Evening worship 8. 
Midweek prayer 
service 
Wed 
rn. 


The Church of God of Prophecy 
Wilco Litton, pastor 
unday school 9:45 a. rn. 
reaching ll a. rn. 
Evangelistic service 7 p. rn. 
Women’s Missionary Band Wed 
nesday 7:30 p. rn. 
Young people’s V. L. B. service p. m. 
Friday 7 p. rn. 


Mt. Moriah Methodist 
Irvin Braden, pastor 
Sunday school IO a. rn.; David 
Lewis, superintendent. 
Worship first 
and third Sunday 
ll a. rn. and 7 p. rn. 
Methodist 
Youth Fellowship 7 
Prayer meeting Wednesday 7:30 


Only Two of 
Quads Survive 


|l .scil 
pc \v inc 
la vin., Lo 
An 
Mob 


Today $37.50 
Will be reduced $1 each day 
reduced $1 
until sold 


lo y d L. 
Park cr 


NKW 
AND 
USED 
FAR M 
chiner>; Public \ in t << 
4th 
Thursday-, 
of cml 
Illinois Machinery Mark'd 
month 
< tipi > 
I* 


WE HAVE A BIG STOCK OF 
electric fans, all sizes, O’Keefe 
Lumber Co. Inc., C arrier Mills. 
295— 


OR SALE: 
HOUSE AT 1415 HOB- 
son. Inq. 902 Barnett or ph. 1052-W. 
•27-3 


TWO 
3 RM. UNFURN. 
APTS 


S T S w Y . Church. **• bSth S t 
«• SaU"c 


,120 ACHES 
WELL 


3-RM. MODERN A PT, UNFURN., 
ground floor, pvt. bath, 
garage. 
Irq. 206 W. Church. 
28-tf 


3-RM. 
SEMI - MODERN FURN 
house. 125 W. O'Gara. Ph. 986 R. 
*28-2 


Ridgway, “111. 


IMPROVED 
L. E. Gass, 
*25- 


3-RM.. 2ND FLOOR, FURN. 
303 E. Church, Ph. Qpv14-F5. 


FOR SALE 
5-rm. house, 3 car garage, I 1.* 
tacre ground, beautiful shade trees, 
located at Garden Heights. 
Buy 
■for $2650 
! 
Nice home at 19 W. Sloan. 
Bar­ 
gain 
Modern 6-rm home. 
Buy at 
a 
APT. 


FURN. AND . UNFURN. 
APTS 
Cad 370-R or 427-W. 
27-tf 


NEWLY DECORATED 4 ROOM 
house with bkth. Ph. 647-W. 
29-2 


several more business 
'properties and country homes. Call 
'us before you buv or sell 
GEORGE LAZICH 
AUTO CLUB 
h 
' 
29- 


NECCHI T H I WONDER IN SEW- 
lng machines. See it before you 
________ 
buy. Call H. E. Hancock at the 
OWN ONE “OF THOSE 4,000,000' ^ v in Appliance Co., 615 X. Poplar 


(4) For Salt 


GE refrigerators oVer IO years old? 
Get the highest trade ever and let 
someone else enjoy it. 
Irvin Ap­ 
pliance Co., 615 E. Poplar, Phone 
1146. 
• - 
893— 


LUMBERLAND BiniuDWG~~MA- 
terials. 36 months to pay. O’Keefe 
Lumber Co., Inc 
* * 
134— 


218 tf 


IC E C O L D 
WATERMELONS. 
Jackson Ice and Coal, ph. 256. 
304-tf 


TRUCKERS NOTICE 
Black crystal mine at Crab Orch­ 
ard now working. 
Air Shot hand 
loaded, 
clean lump 
coal, 
No. 5 
vein. Ph. 385-R. 
24-6 
OR TRADE: 
GEM’S CAFE 
ON 
Locust St. across from the K ro g e r------------------------ 
Store in Eldorado, well equipped.'SAHARA^ COAL, 
prod location. If interested call a t;tftlea. 
the cafe 6 a. rn. to 7 p. rn. dr 500 N 
Granger, Hbg., ph. 1177:W. 
29-2 


^ ^ ^ ^ ^ ^ ■ W A S H E D AND 
^ ^ ^■ K fn d H n g . chat, rock, sand 
and limestone, Mllligai Coal Yard 
ph. 507-W 
86-tf 


HENSHAW’S CLOTHING IN CAR- 
rier Mills having store wide clear­ 
ance sale, large reductions on all 
summer mdse. 
*28-12 


5-RM. MODERN HOME REASON- 
able. 
201 E.‘ Rose, ph. 1285-R. 
26-tf 


IO LB. TURKEYS 
805 W. SLO'AN. 
BABY 
BASSINET 
AND TRAC 
Really new Teeter-Babc 
Both for 
jgrily $8 
lnq 628 Largrnt 
*19 tf 


LEND f S YOUR KAI: 
y M 
lite! 
We’ll 
return them t 
stuffed 
full 
of 
some 
v 
news 
about 
the 
fo 
D1 H ' 
QUANTITY 
SALK* 
of 
RN 
DECKLE EDGE \ IL t I M 
Stationerv at \ oui DA!! \ Ll 
TKR COMM KIK’I AI 
DK!’I 
fine quality palier will ti 
rn • 
writing surface i> on 
ii 
June and J uh in DOI It Ll 
USUAL QUANTITY 
1.85 on every 
box lice 
4.00 value for only 2 65 
get a lot for y mr n mey 
single sheets, or IOO lh rn! vie 
I 
or KH) Large I Kit Sheet 
Envelopes all printed v 
Name and Atldit-ss in Script I 1 
or Stateline stylo lettering 
or Mulberry ink 
comes rn White. 
Pink — so there 
for all the famih 
I " 
UC - buy RYT EX DEC! 
VELLUM Printed Stationery d 
mg this DOUBLE QU XMTY S M 
at your DAILY RKtGs I 
ii CO 
ME RCI AL D EPT, in .lie 
July. 


I ti 
An 
Grey. 
a size 
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K I 


to 


r,o, rd 
Ut months 
>ni’ 
md 
schedule 
ontinuaqs 
out ini< n tai 


(lie I 
S 
• in Now 


i.lent of 
Hied that 
ii 
from 
let crews 
til.' West 


se for 
IU 


There 
pot in 
e 
* p< rson 
i: Si uthi 
a 
he bargain. 
o s ued this 
us Univer- 
c iii a 
dorm it r y : 
iv : enjoy 
be free of 
w orries. 
* education 


break 'he 
tuition and 
ital. bespit- 


and North Atlantic States, 


Mendes-France, 
Juin Fly to Tunisia 
With 'New 


hung tenaciously to life toda1 
special high-oxygen, high-humidity 
incubators. 
The only boy in the quads died 
Friday about seven and a half I 
hours, after he was born. He was 1 
followed in death by a girl more 
than four hours later. 
Dr. Hilda Krocger, Magee Ilos- 
U NIS, 
Tun, >., 
un - French 
^‘Jn'inistrator. said the four 
. mn , 
Pie,,-,- Monde,. - France ■»$•<» «»<* welshed bMwetui one 
",l M.U 'lmi Alphonse Juin flew to Iand » h?1' ^"d twu an<l 1 h,K 
1 pounds at birth 


Ledford Baptist 
Olen Clarida, pastor 
Sunday school 9:45 a. rn.; Guy 
Yates Jr., superintendent. 
Morning worship 10:45. 
Training Union 6:30 p. rn.; Hen­ 
ry Maddox, director. 
Evening service 7:30. 
Brotherhood Tuesday 7:30 p. rn. 
Prayer meeting Wednesday 7:30 
p. rn. 
--------------- 
North America Baptist 
James R. Upchurch, pastor 
Sunday school 9:45 a. rn.; Dewey 
Dallas, superintendent. 
Morning worship 10:45. 
Evening worship 7. 
Prayer meeting Wednesday 7 p. 


Former Illinois 
Congressman Dies 


HAMMOND, Iud. a i!)— Former 
Illinois 
congressman 
James 
V 
Buckley. 60. Calumet City, IIL, 'lied 
at St. Margaret’s Hospital Friday 
of a liver ailment. 
Buckley, who represented Illi­ 
nois’ fourth district from 1948 to 
1950, became • 11 only recently 


the weight of one good sized baby, 
she said. 
The quads, born eight weeks ear- 
v 
h 
,y’ wer<‘ Placed 'nto 
incubators 
immediately after delivery. 


House Committee 
Recommends Vote of 
Gratitude to MacArthur 


'Ie 
\orth African protectorate to­ 
day with a “ new deal” designed to 
a nip out terrorism. 
Mettles 
France, Juin and the 
minister for Tunisian and Moroc- 
t ..ii 
affairs, 
t Kristian 
Ste plied out el the premier's mili- 
L.ry plane less than 12 hours after 
lr had won government approval! 
ol Iii reforms. 
The young premier 
again left 
L in s breathless with surprise at 
In- dramatic initiative. 
Mondos 
France is expected to 
WASHINGTON W — The House 
broadcast 
a 
message 
to 
both | Armed Services committee has re- 
- t h and Tunisians tonight from commended a congredient! vote of 
Mio protectorate’s capital. 
gratitude to Gen. Douglas M$c- 
Selection of Juin, France’s only Arthur. 
i\ n, 
marshal, to accompany him 
The committee approved a reso- 
bowed that 
Mondos - France in- lotion introduced by Rep. L. Men- 
info ti 
to 
i\e 
full prestige 
of del Rivers (D S C.) commending 
i i in t > military tradition to this the 74-year-old warrior for hist “ un* 
mission. 
Jinn, France’s highest ranking 
soldier, was stripped of govern­ 
ment pi it ions for criticizing the 
>n pe-ed 
European 
army. 
His I position is expected. 
piosonce 
aboard 
the 
premier’s! 
-------- ---------------- 
plant appeared to be a sign that DodacWorkhrstO 
he had returned to favor after he­ 
ir 
do graced publicly by the pre­ 
lim 
government of Premier Jo- 
• !>h I.amel 


Raleigh Methodist 
Rev. Roy Hudson, pastor 
Every first and 
third Sunday 
mornings 10:30. 
Every second and fourth Satur­ 
days 7:30 p. rn. 
Every 
Thursday 
night prayer 
meeting 7:30. 
All together they added up to I 
Layjncn 
will .eonduet services 
w nit* hi af nnn tinnH siror! ha hi* '* ^C fl Sunday Dight. 


r n . 


Stonefort Seventh Day Baptist 
Carlos McSparin, pastor 
Group study hour Friday 7:30 p 


Sabbath school Saturday IO a. rn. 
Worship service Saturday ll a. 


r n , 


surpassed service to his nation.” 
Speaker Joseph W. Martin Jr. 
said it will be taken up by the 
House next week. He said no op- 


Bethel Baptist 
Clyde Vlnyard, pastor 
Sunday school IO a. rn.; Norman 
Rammer, superintendent. 
Preaching service ll a. rn. and 
7:30 
p. 
rn. 
second 
and fourth 
Sundays. 
Prayer service Saturday 7:30 p. 
rn. 


Sulphur Springs 
Clyde Vinyard. pastor 
Sunday school 9:30 a. rn.; 


Natives of Monte Carlo are not 
permitted to gamble at the casino 


Harrisburg 
Drive-In 
Theatre 


ROUTE 34 


Sunday — Monday 


P O 
W 
I S 
a J G O R D O N 
fD A Y M « R A E t 


j 
" B y T h e J J Y 
Light o f D i e , 
Silvery j J# 
M o o n ” % . 
(•-.Warner Bros. . oomJ echnicqih 
p ;I cw r «8fRi osp, n mwnc n nxk 
; 
w . - 
- wv'o B'.im 


Free Pony Rides and Play­ 
ground for the Kiddies! 


WU-1 


Vote on New Strike 


S H O T G U N 
maim Grocery. 
sin 
W NI 


URYERS 
den Height 
JAKK INGRAM. ( 


OPPORTUNITY 
3'o buy I.se ti Kquipme 
GE automatic dryer 
< . 
Skelgas 45-gallon hot 
cr. Lawson gas floor hea’t 
slightly used 1954 tv. iv 
Locust St., ph 
178 VV Eld 


and en 
d board 
•- item s 
shows, 
-- 8144. 


All dor 
>n tilled 
■ about 
p rivate 
av cr.sit \ 


Foreign Aid Bill 
Set Aside by 
Senate Debate 


SAT. N ITE 


(5) Wanted 


SQUARE DANA KRS 
Tavern. West City, I 
urday nights. 
Prize 
pie. 


AT 
i ilia 
tor 


USED 
CARS 
K tut Chevrolet 
FORTER 
Co., Shawm 


n 
at his 
av at 2 p 
•ch in the 


ens and 
conduct 


i m e r 


Chinese.-is 'pol 
Hun am other 
en 
lam na: 
wa 
iii 
a wi 


DETROIT HP) — A 
new 
strike 
."gainst Chrysler Corp. was threat­ 
ened today when Dodge Local No. 
3, w hose walkout idled 45,000 w ork* 
ers a week ago, called its members 
to a meeting to vote on 
a 
new 
strike. 
j 
Joseph Cheal, president of 
the 
. local, said members would ballot | 
WASHINGTON (IP— The Senate Hi is afternoon on the proposal. He 
set aside the administration’s for- said it would be late tonight be* 
t 
ini bill todav to await the out- fort results are Known. 
c in e of the debate raging over 
There 
are about 
10,000 Dodge 
Sen Joseph R 
McCarthy 
workers in the local. But the local 
IL. , .•>!.van leaders had hoped includes 400 drivers of trucks who 
fin s cc !\ approval of the $3,100,- haul parts between various Chrys- 
(I 
coo md authorization Friday be- for Corp- plants in the Detroit area. 
• IV Sen Ralph E Flanders (R-Vt.) When they joined last vveek’s walk- 
m.LU called up his controver- out, a parts shortage idled 45,000 of 
M 
motion to censure McCarthy, 
the 66,000 Chrysler workers in the 
Flanders w a i t e d impatiently Detroit area. 
hue senator debated the aid bill 
The 
company 
is 
due to start 
md acted on several amendments, 'shutting down its plants Aug. 9 for 
Then 
a s the Senate moved into an undetermined periods while getting 
evening .session, he called up his set up for 1955 models. 
resolution and sidetracked the aid 
- 1 — 
—— --------- 
1:11. presumably until some time 
W itch Vs. Sa* 
next week 
The foreign aid bill 
Beginning about April 16, your 
would provide another year of mill- watch will run slower than sun 
ta i v. economic and technical aid to I time until June 15; then faster 
free nations 
The measure also until Sept. I, slower again from 
aro:.gly opposes Red China’s ad- then until Dec. 25, and faster from 
mission to the United Nations. 
this date until April 16. 
The House already has passed 
.............. . 
53,338,000,000 authorization bill 
Godey’s Lady’s Book was the 
id the follow-up appropriation to first women’s magazine 
in the* 
i.wide thi fund 
United States. 
- 
M 
I 
i J 


Harrisburg Drive-In 


; VN, ii ad (depute a late star* in the 
C A P T A I N 
E A S Y 
R eason, bas twilit up a good record. 
* 
The team Was highly reCDmmend- 
ecl by 
“ Red**. Durfee, .. a fora ier 
' ’W r'rrfrrrr 'vrnr w ho now p lay s with ; 
Mt 
Carm el. 
. 
I 
Dick Odic, die M erchants’ sta r 
shortstop for m an ? 'V M M gffl far. ! 
cd by 
Don 
laddie as. “ th o best 
shortstop outside of o rg w o ia d base- . 
ball,” is seeing only reserv e duty 
due to his doctor s advice, Preemie 


Merchants Play 
Mt.CflrmgLAees 
Here on Sunday 


The H arrisb u rg M erchants will 
be seeking fhbir fifth straight win 
Sunday afternoon when they m eet 
toe MU C arm el Aces at the town 
p a rk diam ond. The local boys have 
defeated Johnston City, 
Thebes. (Williams, who m overttnrbr to Short 
P ad u cah Giants and C am bria in fro™ 
second. 
ha§ been doing "a 
their -la te st .winning 
streak 
and , good job rn filling DR&’s place 
now have a record of ll wins and , Tom Dunbar, F ra n k Logsdon and 
seven losses. 
Harold Gulley will help Williams 
Billy McNew, a 1§ y ear old right- fill out the infield’, while BUF out - 
handed product 
of the Kiwanis field will be chosen from Spoploek, 
league, 
will b ^ 
the 
M erchant*' E lm s, Bob W illiams, Jim Barton 
Choice, for mound duty with Dick and Bynum 
Romonqsky behind the plate. Gene 
T ram m el, who defeated C am bria 
la st Sunday, will be ready for re ­ 
lief chores. 
The Mt. C arm el team is built 
around a group of younger play- 


A H u n c h 
By LESLIE TURNER 


B alm orhea State P ark , southwest 
of 
B alm orhea, 
T oh**, - b a s 
world’s la rg est walled sw im m ing 
pool fed by n a tu r a l springs* at to e t 
rate of 26.000.000 gallons-per dav 
I 
* i 
^Turner's, Texacos, Ronnie's and James 
■ire s. Teams Win Kiwanis League Games 


Saline County Speedway 


TONIGHT 


Saturday, July 31st 


Lots of Thrills! 
Crashes! 
Turnovers! 
/ 


A Daring Group of Drivers! 


Don't miss this fast actionI 


iTime Trials 7:30 — Racing 8 p. rn. 


THRILLING! 
SPECTACULAR! 


HAIR-RAISING! 


THRILL TO THESE SPINE-TINGLING ACTS! 


★ 


★ 


★ 


★ 


Aerial Criss-Cross Leap 
★ 


Crash Roll-Overs 
★ 


Hi-Ski Driving 
★ 


T-Bone Crash 
★ 


Barrel Chase 


Four-Car Romans 


Three-Car Broad Jump 


Fire! Fire I 


IN THE RUGGED, DEPENDABLE 
DODGE 


Jack Kochmnn s automobile thrill show has been 
using Dodge cars exclusively since 1943! You’ll know 
why when you see the terrific punishment they 
have to take. These are all standard Dodge stock 
cars—the same ones you can see in our showroom. 


Saline County Fair 


Monday Night, August 2 


B. W. RUDE 


T u rn e r’* Cafe 
nine sm ashed out in tho league. 
His best accum- 
a 30-2 
victory 
over the 
S ah ara plishm ent w as when he struck out 
Coals in a gam e played F riday in 19 Deuces, 
the Kiwanis league, 
o th e r g a m e s 
— — 
jSCW the Texacos beat the Deuces, 
The Shells have received a shot 
9-3; 
Ronnie’s 
beat 
the 
K arnes in the a rm with the retu rn of Russ 
'PfniThvare team , 12-8, and J a m e s McDowell, s ta r third b a se m a n of 
.B ro s , club out a 29-3 win over the the Bull Dogs of the HTHS. 
Me- 
The 
feudin' and fuss In* 
in 
the 
!*NYC nine. 
Dowell plays a brilliant third base Y ankee fam ily, reported here some 
T u rn e r’s clubbed out 12 hits with 
should relieve the p ressu re on tim e 
ago, 
eru p te d 
into 
verbal 
< Biggs leading the hitting with three tf,e Shells’ infield. 
Rnss also e a r fighting tho last day of the 
In* 
ho m ers. 
R am sey allowed the Sa- r *fS 0 k°od piece of tim b e r at bat d ia n e invasion when a key aide 
h a rp 
Coals* four 
hits in the 30-2 an(i 
knows now to use it. 
It was to general m a n a g e r G eorge Weiss 
*■ 
- 
reported a C ardinal scout took 
a 
look at him and liked what he saw. 


The Daily Register, Harrisburg, Illinois 


S a t u r d a y , J ii Iv 
: i . 1951 
F i v e 


Spectacular Catch by Doby 
Aids Indians to 8-3 Victory; 
Giants Win as Dodgers Lose 


Kitty League All-Stars 
to Play Preliminary to 
I Merchants-Aces Game 


victory 
Simpson suffered the loss. 
Dowdy of the Texaco* turned in 
one of the finest pitching p e rfo rm ­ 
a n c e s of the season as he allowed 
if the Deuces only 
one hit and two 
tu b s ami struck out 19’b atters. He, 
‘also banged out three hits as the 
Chiefs won, 9-2. 


f f * " ’ J " ' 
Kitty (***»<- all s ta rs from the 
I. mile s and Hefner the loser for R,,v;lms baseball Kroui. \. til play 
jvarnes. 
thc prelim inary t0 the Merchant*- 
k Coins turned in a brilliant pitch*IM*. C arm el gam e Sunday begin 
:ng perform an ce also fo> the J a m e s ning 
a t 12:30 p. rn 
at the town 
Bros. 
in 
allowing one hit 
and park diam ond. 
All s ta r selections 
three 
m ils 
in 
the 29-3 win 
over will be as follows: 
f f l 
' 
^ av *s w* s 
kiser. 
Stars—Roberson, B. Abney, Mas 
i m i t a t e 
I p i e . i p e t n a 
zaros, Boyett, 
Feazel, Ja h n , Bald 
K IW A M s 
L E A G U E SIDELIGHTS win 
p roffitt. 
c. 
Scten. 
Goins, 
By Don W illiams 
>Biggs 
R 
Owen. 
The 
Ja y c e e s, 
after having 
a 
m ediocre first 
half, have 
swept 
through the National League and 
■are leading 
by three full g am es 
this 
half 
{Kendall 
Ewell 
has 


Stripes—I). Owens, I*. K ihlm iro, 
Cline, Garnett, I). Hancock. Cohen, 
Byrd, C avender. Henshaw. 
R a m ­ 
sey and llegglin 
. 
• 
|j; 
J,? 
;; 
; 
taken tm * r th e m a n a g e r’s post and 
«, 
. 
_ . 
. _ 
. . 
, 
.. 
th e team has prospered. 
The J a y 
r, Monday evening at 5 0 clock the 
- 
- 
- 
C arrier Mills all sta rs will play 


to 
the 
tton. 
league after 
a long v aca 


is a picked team from the league 
sponsored 
in 
C a rrie r 
Mills 
this 
(year. 
The team will be from the 
16-20 y ea r age group. 


walked out in a huff . . . and with 
more than 57,000 in th e stands — 
because lonesome George objected 
to a couple of passes doled out . . . 
Down in A tlanta ballplayers Im* 
s e n cabbage leaves tinder th eir 
caps to com bat the h ea t . . . 
Among other things, 
the new’, 
relaxed Rob F eller has added 
a 
knuckler 
to 
his 
repertoire . . . 
And this is the lirst season since 
1951 th e y ’ve used sponge* to w a rm 
him up . . . The key to the 
In 
dians' 
stability this y e a r is 
Al 
Smith, the kid they call K n it? — 
I snubbed by bis m ates last year b e ­ 
cause 
ol his 
lackadaisical 
play 
after he was called up from the 
minors . . . 
When 
we 
w ondered 
aloud 
if 
football had left its im prin t on Bill 
. Ski) w ren, the Purdue RoilermULer 
steam ing along at first base for th e 
and 
the 
big 
ii.sh 
while (oiling at 
Yankees, expressive Moose 
yanked 
(’apt* God 
I had a tough 
tim e 
out a monthful of m olars 
to im - 1 
reeling it 
it*.” 
T h e Rock winked to 
press the point . . . 
us 
‘'—from the deep freezer.” 
white fib cave the 
In 
**•>'• Yo#'* 
ask ***** 
white tm gave inc 
in 
^ 
h f 
oncf 


R ob F eller 


big li­ 


n e * have a good three-m an pitch- h 1aJ Tf,« 
:‘‘"V* ?*" »V‘V' 
A little white lib gave 
inn staff w ith Jones, E d w ard s, and .the J aKee.s at the town Park. th is , f|lym. t ^ t, 
fease punch n e e d e d 
, . . . . 
.,,1 
. 
. 
Dick W eatherly, who has returned '.1JL P '- l i J 08,™ J.ro .ni ».ni 
fL 
so badly when Al Rosen w as shift-i ******* ** 
0 
n* 


Sports Briefs 


Ronnie's Studio h a s really run 
ov er competition this year. 
The 
team won the first half of play in 
the 
III league 
and is firmly 
en 
trenched in first place the second 
half. 
So w hat did they do when 
. 
competition 
was 
lacking? 
They 
' 
heat W alker’s Cleaners, the lead 
PH IL A D EL PH IA 
hp 
- 
The 
mg team in the A m erican league Philadelphia Phillies today planned 
in an exhibition g am e. T hey ’ve yet V> option infielder Jim C om m and 
to lose 
a gam e. 
to a m inor league club to 
rn like 
room 
on their ro sier 
lur right 
J e rry Dowdy has been one sur- handed 
pitcher Thornton 
K ipper, 
pi h e of the y ear. His fast ball has who was recalled from Syracuse 
struck out every opposing p lay er in the International League. 


r d 
to third 
VVTrtz, a c a re e r 
the club in early 
Lopez Asked him 


Right 
< .f w 
outfielder, joined 
' • 
Ju ne, skipper Al 
N ° p itc h e rs 
if h e ’d e v er p la y -1 E rskine whi r 


M ajesty, 
you 
are 


STARLITE 


DRIVE-IN THEATRE 


Between H arrisburg 


and Eldorado 


• 
M O NTREAL dpi — In a deal e n ­ 
gineered by the paren t 
Brooklyn 
Dodgers, Glenn Miekens today w as 
acquired by the M ontreal Royals 
from the F o rt Worth Gats, in ex­ 
change lor F ra n k White. 
Both a re 
1 .glit-handed pitchers. 


tougher than 
Garl 
ie has it . . . The 
jfl first 
“ S u re,” an sw ered most 
overlooked 
player in base- 
\ ic, “ in a dozen or m ore 
g a m e s ball has to be Hank Thompson, no 
with D etroit." . . . And only after 1 bulter than sixth in the balloting 
h e’d been installed 
as a reg u la r for All S tar selection 
. 
J e r r y | 
did they lint! out ho never played Colem an w ears his baseball pants 
league g a m e at the position , . . higher than anyone in the m ajors 
’Ih e San F ran cisco ’Piers muni • . . Wally Moon's the most exciting 
blush with the knowledge th at ti ^ ir new player to com e up 
And 
team captain, veteran guard Bruno w hatever happened to Rudy It* ga 
Banducei, sought to ju m p to Can- !adu? . . 
aria last fall (an d wa* turned down 
Mickey 
Mantle 
confesses 
he 
bv C algary) . . . 
* 
dor Mi't know how good bl* kid twin 
Joe DiMaggio will collect $7500 brothers (in the Y ankee 
chain/ 
for 
telling 
all 
about 
his post- are . . . because he hasn’t seen 
baseball 
carcer 
in 
un upcom ing th e w play a g am e of baseball since 
m agazine 
article . . . which 
re ;he cam e to New York . . . 
minds us th a t a lte r the 
Stadium ! 
One way to get rid of any lovcy- 
pilblii 
address system 
announced-dovey rap s agunst tennis would 
be 
the (lip p e r had accepted 
an invi- to get rid of lite love, starting at 
tation in a p p e a r vin Mal! of F a m e!the Nationals 
in Forest frills 


B ARTLESV ILLE. 
Okla. 
(IR 
— 
Bob Matt ilk, one of the g re a te st 
scorers in O klahom a A 
St M. bas- 


D av. Aug. 14, the guj in the next 
seat yelled. “ And bring the fa m ­ 
ily, too, Joe. 
Won’tc h a ? ” 
We’ve never seen a big league 
em pire who didn’t throw like a 


TONIGHT 


n 
o 
w 
ZONE 
Color hfWCHNPOCHJOfi 
Stirling 
mm mm 
RHOM IW M ! 
Esmm 
A Paramount Pieta** 


— AND— 
( 


~CMMT SUMS FACED 
TKC SHERIFF! 


PTO! 
t 


a m 
aa 
am’ 
mn 
nan rn nm ink 


___ » Wciut'i mer. .rt 
0 


ft SmiOI® ma COftNK IEE KftftfTT ag 
KW*nV(Mat ■ 
s m in xx noun 
1M time ixiwn 


ketball history, today cast 
with th e Phillips Oilers in 
tional 
Industrial 
B asketball 
L e a ­ 
gue. 
A 
m uch-sought 
pro p ro s­ 
pect, M attick set a nevi Aggie re c ­ 
ord with a single-season av e ra g e 
of 20.7 points p er g a m e last s e a ­ 
son. 


h; 
i.'i ballplayer, but the square shoulder buildup on softie 
. 
«uilk m akv Vin :ill tiilc-arm ers . . TV .hut 


by following old pro M ercer Bens 
ley’s suggestion to sub “ zero” for 
“ love” in the scoring . , . H eavy­ 
weight new com er Cfi; rho Powell, 
now 
that h e’s 
gotten tho Coast 
s, is in line for a 
.. „ v 
iu iLs m ak e ’em all side-arm ers 
Toe National B roadcasting C om ­ 
pany is squatting on a plan to foie 
east 
a .series of H arlem Globe­ 
tro tter basketball g am es next win­ 
te r . . . 
M aybe you saw the re ­ 
cent picture of Rocky 
M arciano, 


TV shot 
Between 
around the 
you ii’inc, 
corner . 
hockey’s just 


CHICAGO (IP — R obert A nd er­ 
son, a 19-year old right-handed pit 
(lier, today was assigned to C edar 
Rapids, 
Iowa, in the 
Thre-e-Eje 
L eague 
after signing 
a 
contract 
with the Chicago Cubs. 
The six- 
foot-three youth 
is 
t native 
of 
H am m ond, Ind. 


ALSO: CARTOON 


T ropic Zone wifi be shown first. 


SUNDAY 
MONDAY 


J A M A IC A 


b, T f c n m c o i o f i 


ARLENE DAHL 
MfWKUttREr 


AND 


N L E K B U R G R IN G , 
G erm an y ap 
— Stirling Moss of G reat Britain to­ 
day 
was being 
considered as a 
long-shot fhreat for S u n d ay ’s G rand 
Prix of E urope auto race. 
Moss, 
driving 
a 
M aserati, 
posted the 
highest av erag e speed (luring y e s ­ 
te r d a y ’s test run-. 


SUM M IT, 
N. 
J . (IP - A 
busy 
week 
end lay a h e a d 
today for 
light heavyw eight cham pion Ardu* 
Moore. 
The titleholder planned to 
box 
four rounds today 
and four 
Sunday 
in 
prep aratio n 
for 
bi 
cham pionship 
bout 
with 
Johnson, Aug. JI. 


By United P ress 
A m erican League 
VV L 
Pet. 


as 
w 


Cleveland 
6$ 30 
.694 
New York 
67 34 
.663 
2& 
Chicago 
63 39 
.618 
7 
Detroit 
45 54 
.455 23'A 
Nv’nxhingtnn 
42 53 
.442 24 Fa 
Poston 
39 SB 
.402 2ft'^ 
Bait i more 
36 64 
.360 '!*» 
•)• I 
Philadelphia 
* !•) 63 
.357 33 


Jam aica R un will b*- shown first. 


IOO S . Main S t. 
Phone 525 


Gate* open at 6:30. Show 
starts at dusk. Free pony 
rides. Visit our modern con­ 
cession. 
* 


Nash to Seek Third 
Straight at Crab 
Orchard Sunday 


The Nash baseball club will tr a ­ 
vel to C rab O rch ard Sunday se ek ­ 
ing its third .straight victory and 
its tenth of the season. G am e tim e 
will be 2:30 p. rn. P la y e rs a re r e ­ 
quested to meet at the town park 
at I o ’clock for the trip 
R oark or Miller will sta rt for 
N ash with cither Wilson or B k dig 
doing the receiving. 
O ther star! 
ers will he Ziegler, Karnr>f. 
t’ul- 
kerson. S hew m ake, Sisky, K 
Nol­ 
en and H arrison. 
The Nash chih now bos a team 
flatting a v e ra g e of .3lr, and field 
av erag e of AW 
Shew m ak e J 
lead 
jog the club with a 
im average, 
followed closely 
by 
h< n 
Nolen 
.197. 
A verages 
of o th er 
team 
m e m b e rs 
a re : 
Fulkerson 
.388, 
K arnes 
.362, 
SL>ky 
.326, 
Ziegler 
.315, Wilson .274 and H arrison .230 
Ja c k Nolen is loading the pitch­ 
ing 
dep artm en t 
with 
throe 
tri­ 
um phs and no losses. 
P a rk e r ha* 
.th ree vietories in five 
d a r t , and 
I ■> rt if) fftljj; 
After a 
l o 1 
e a t!’ - s e tsol) 
tart, 
the club 
tma n va t im prove 
merit in recent g am es, w h ir m g four 
of it:, lard five 
P r a e t o r 
r 
K.n 
ar*' 
bring 
M a g H 
regularly 
f > 0 
nights eac h week a t M iners field. 


Friday’s Results 
B altim ore ID, New York 0, 
H arold Cleveland 8, Washington 3- 
Chicago 4, Philadelphia 2 
Detroit 3. Ruston 0. 
Saturday’s Probable Pitcher* 
New York (G rim 12-4J at B alti­ 
m ore (T urley 7-10). 
W ashington (Shea I-8) at Cleve­ 
land (L em on 12-5). 
Boston (Sullivan 7 9) at Detroit 
(G ro inck 12-9). 
Philadelphia (Bishop 0-3) at Chi­ 
cago ( C o n su lar a 12 3). 
Sunday’s G am es 
Philadelphia a t Chicago, 2. 
Boston at Detroit. 
W ashington at Cleveland, 2. 
New York at Baltim ore, 2. 


Some Days You Just 
Can't Get a Break 


AKRON, (J. Hp 
E arl S harrurd , 
Imlay City, 
Mich., ow ncrdtrafncr 
at nearby Ascot P ark race track 
has every reason to be disgusted 
To s ta rt with, som eone claim ed 
his six year-old gelding, T om Yo 
chum , after a race. 
Then, S h arra rd bought two $50 
tickets for one race on No. 6. The 
m utuel 
clerk 
m isunderstood 
him 
and gave him tv\o $50 tickets on 
No. 5. 
Shortly after he left the 
window, S h errard noticed the e r ­ 
ro r and 
rushed back. 
After a 
conference, 
the ticket* w ere e x ­ 
changed. 
As it turned out, the favorite, 
No. 6 lost and No. 5 an outsider, 
won, paying $90 60 for $2 
Shar 
ra n i had corrected him elf out of 
$1,030 


T h om as F.dison w as fired from 
a job as a young m an for deeping 
while on duty. 


By MU.TON RICHMAN 
United P ress Sports W riter 
Larry Doby’s mitt is an ordinary 
fielder’* model priced at $14 50 in 
Wading sporting goods shops but 
he used it for the incredible kind 
of catch Friday night that could 
enrich him and each of his Cleve­ 
land team m ates by $6,000 
Two long-time veterans of the 
diam ond—ex pitching groat 
Dizzy 
Dean and Indian M anager Al Lo 
pc/, — called Doby’s 
spectacular 
catch the greatest the> had ever 
seen 
“ I’ve 
seen 
hundreds 
of 
groat 
ones,” said Dean, who was at tho 
gam e “ but Doby’s was the best.” 
Lopez, elated over the catch that 
figured 
in an 8 3 victory 
over 
Washington and helped the Indians 
increase 
their 
A m erican league 
lead to 2 I 2 gam es, *aid in genuine 
a m a z e m e n t: 
“ T here a re n ’t enough words in 
the language to describe that Doby 
catch ” 
Indians Led 5 3 
The Indians had a 5 3 lead in 
the third inning when Tom I m p h 
Jett drove one of Art Hoiitteman's 
pitches to the deepest p a rt of left 
ren ter field 
with Jim 
Busby on 
base 
It looked for all the world 
Uke a hom er that would tie the 
score 
But Doby leaped above the 
flve-foot fence at 
Municipal Sta 
dium, bounced off the awning over 
(he bullpen 
bench, 
and back on 
the field with the ball clutched in 
his glove 
He was shaken up bul rem ained 
in the gam e 
So dazzling was the 
catch (hat the crowd of 17,504 fans 
kept applauding him each tim e he 
went up to the plate after that. 
Doby responded by sm ashing his 
21st hom er iii the sixth to help 
H o u se m a n 
to 
his 
loth 
trium ph. 
Jim Hogan drove iii four runs with 
a hom er and a double* 
Y anks l/ose to Orioles 
The Y ankees tell a g am e off the 
pace by bowing to Don I,arson of 
Baltimore, IOO 
L arsen scattered 
seven hits in registering his third 
win of the y e a r 
He has lost 13 
gam es 
Bob K ennedy drove in Six 
runs with a grand slam hom er and 
two singles os All ic* Reynolds' 10- 
gam e winning streak ca m e to an 
abrupt end 
Bol) Keegan got his 13th victory 
by driving in two While Sox runs 
him self with a double and a sacri­ 
fice fly iii a 4-2 decision o ver the 
Athletics 
By heating Arnold Pin to 
CHfrero, the White Sox climbed to 
within 4 I 2 g am es of the Yankee 
Ned C a rv er, pitching with only 
two d a y s ’ rest, hurled a four bitter 
to pace the T igers to a a 9 deci­ 
sion over the Red Sox 
Al baline 
blasted a three-run hom er off Tom 
Hurd, who relieved losing pitcher 
Willard Nixon iii (he eighth 
Giants Three Ahead 
Leo 
D urocher’s 
Giants 
vwnt 
three g a m e s in front in the Na 
I tional league vs itll a GI conquest 
of Cincinnati while Milwaukee beat 
Brooklyn, 9 3 for its eighth straight 
victory. 
Ruben Gomez broiled the Reds 
to five. hits and hit one of four 
Giant hom ers off Fred Baczewski 
Wes We.strum. 
Don 
Mueller and 
To Present Hancock with 
Mid-Season Trophy at 
Racing Program Tonight 


E ddie Hancock, leading driver at 
Hie Saline County Speedway, will 
be presented the mid casern trophy 
during tonight's p ro g ra m of stock 
ear racing al the local track. 
Hancock, who was running neck 
aiul-neck 
with 
Leonard 
G risham 
In*fore last week’* racing, cam e 
up with a sufficient nu m b er of vie 
tories to put him on top of the 
long list 01 drivers who have been 
racing 
at 
the 
local 
fairgrounds 
.speedway this season 
A full program is scheduled for 
this evening, the first racing on 
the second half of the season and 
all drivers will be out to get points 
and im prove their standings. 
Tim e trials are listed for 7:30 
and racing a hall hour later 


Hank Thompson also hom ered for 
the Giants. 
E rnie Johnson’s 
two-hit 
relief 
pitching over the last 8 13 innings 
w as chiefly responsible for M ilw au­ 
k ee’s victory over Carl E rskine. 
J im* Adcock drove in three runs 
with a homer, double and single 
while Danny O’Connell hit a three- 
run horner for the Braves. 
H arvey Haddix of the Cardinals, 
helped by a six-run rally in the 
seventh, gained his 15th victory by 
beating the Phillies, 123, despite 
two hom ers by Stan Lopata 
Hank S auer hit his 31st hom er 
as the Cubs bowed to the P irates, 
8 6, in the first g am e of a tw i­ 
night tw in bill and then sm ashed 
his 32nd to help the Cubs salvage 
the nightcap, 8-5. 
F ran k T hom as 
hit h ^ 14th hom er in the finale. 


Michelob 
Budweiser 
BEER 


On Tap 


By the Gallon or 


the Glass! 


WEST END 


PACKAGE STORE 


Take that S-m-o-o-t-h 


Road on Route 3 4 " 
s 
GRAND 
Matinees Every Sunday, 
Wednesday and Saturday 


Now Showing 


Double F ea tu re 


*cw *ur tnmto oh im hhiho 
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Fight Results 
»rn- 
re 


L eague 
W L 
64 37 
61 40 
54 45 
19 49 
50 52 
(7 50 
42 37 
32 69 
R esults 


P rt. 
.634 
.604 
.545 


GB 


3 
9 
500 r n 
.190 I V/z 
185 13 
424 21 
.317 32 


“ Treaty Oak ' in Austin. Texas, 
w as selected by the A m erican F o r­ 
estry Association as fhe most p e r­ 
fect specim en of a tree in the Unit- 
eff States. 


National 


New York 
Brooklyn 
Milwaukee 
SI. Louis 
( .nemo;.* i 
I ’hiladelphia 
( l'i< ago 
Pittsburgh 
F rid ay 's 
M w York 6, < m n n n a t i t 
Mile, auk* i 9, Brooklyn 3 
Et. Louis 12, Philadelphia 3. 
Pittsburgh 8, Chicago 6 (tot). 
Chicago 8, Pittsburgh 5 (2nd). 
Sa tu rd a y ’s Probable Pitcher* 
Milwaukee (Wii on 7-0) at Brook- 
Kn (New combo 6-5) * 
O o e i n n d i 
' PodbicJa't 
6 5) 
a* 
York 
la d l e in ft > 
r bica-ro ^ H acker 5-10) «d Pitt * 
burgh ( fine 
t 3J 
Si 
Lours 
I La-* eerier 
7 3 
and 
I card 0-D ai Philadelphia (Rob 
rrt: 
15 8 and 
G reenwood 0 2), 
2 
parries, twt-nigM. 
S u nd ay ’s G am es 
Milwaukee at Brooklyn 
Cincinnati 
New York, 2. 
St Louis at Philadelphia. 
Chicago ST P ittsburgh, 2 


By I nited P ress 
SERIAL: 
“G u n fig h ters of North- 
SKATTLE, 
Wash 
apt 
Don * * * 1 ” wil* he shown F rid ay N ight 
( or Ital I, 
2101 , 
lo ndon. 
England and S aturday afternoon. 
stopped H arry (Kid) M atthews. 180 — 
— —... 
- ... — ■» - 
Seattle, (7). 
1 ^ 0 0 0 0 0 ^ 0 0 0 ^ 0 0 0 0 0 1 1 ^ 
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Sunday 2 p. rn. — Monday and Tuesday, 6 p. rn. 


PREMIERE SHOWING 


RIVERBOAT 
GAMBLER! 


r nGambler 
from 


BH* BOOT— Butch < nffin rests 
on turf b o rd erin g Lake Cobbosfeee- 
c o n tr (w hew ') after landing black 
bass w eighing three and-a half and 
four and a half pounds with the aid 
of a bucktail fly. 
T h e A ugusta Lid 
will have to w ade a few years be : 
fore filling his d a d ’s 'w ad ers, 


ROBERTSON • PAGET 


CARTOON AND N E W S 


Sponsors of Hie Church Page 


Lloyd L. Parker 


Furniture Store 


Dorris' Standard Service 
STANDARD OIL PRODUCTS 
Corner Vine and Church 
Phone 601 


Go To Your Church 


This Sunday 


Punkey Brothers 


Batad Ha* Blae* ISO* 


Phoat 1188-R 
Battery Service 
Batteries as low as $9.95 exchange. 
Leo Richmond 
SUPER SERVICE 
Corner Granger and Sloan Sts. 


Barfer-KeHner Drugs 


Headquarters for Plenamins Vitamins 
end Cherrysote Cough Syrup 


W. A. Grant 


Jewelry Company 


NOTHING SO DELICIOUS AS 


P.J.'s BAR-B-Q 


We Do Custom Barbecuing 


SSO East Raymond 
Phone 1320R 


The Harrisburg 


National Bank 


Zola Young Sloan 


Insurance — Public Stenographer 
12ya E. Locust St. 


Go To Your Church 


This Sunday 


Pool Pontiac Sales 
Pontiac Sales and Serries 
U. S. Highway 45 


First National Bank 


Harrisburg, IU. 


Cullum and Vaughn 


PHILLIPS “66” PRODUCTS 
Intersection Hts. 34 and 45 


Phone 79*W 
Open 7 a. rn. to l l p. rn. 


Saline Motor Co. 


CHEVROLET 
201 E. Poplar — Phone 69 


J. F. Harper & Son, Inc. 


Chrysler and Plymouth Sales and Service 
G.M.C. Trucks and Buses 
Phone 599 


ATTEND CHURCH SUNDAY 


Church of He N attiest 
Carrier Mills 
Rev. C. A. Croak, patter 
Sunday school 0:30 a. rn. 
Morning worship 10:30. 
N Y. P. S 6:30 p. rn. 
Evening worship 7:15. 
Prayer meeting Wednesday 7:30 
p. rn. 


Stonefort Methodist 
Rev. Glen Berg, patter 
Sunday school 9:30 a. rn. 
Morning worship 10:30. 
M. Y. F. meeting 6:30 p. rn. 
Evangelistic service 7:30 p. rn. 
Prayer service Thursday 7:30 p. 
m. 
Preaching service first and third 
Sunday. 


The First Apostoile 
Rev. Louie Dance, patter 
Sunday school i:45 a. rn. 
Rhythm band 10:45 a. in. 
Morning worship ll. 
EvangeUstic service 7 p. rn. 
Prayer meeting Wednesday 7 p. 
in. 
“Little Old Fashioned Church of 
the Air” Wednesday at 3 p. rn. 
over WEBQ. 


Eldorado Seventh Day Adventist 
Wilton Bronte, pastor 
Sabbath school Saturday 9:80 a. 
rn., worship service l l a. aa. 


ML Calvary 0 — ml Baptist 
lev. Behest BtefornUff, pester 
Sabbath school •:30 a. rn.; Earl 
Hicks, superintendent. 
Christian Endeavor f:30 p. in. 
Preaching service each Saturday 
7:30 p. m , Sunday morning and 
Sunday 7:30 p. rn. 
Midweek 
prayer 
aervice Wed­ 
nesday 7:30 p. rn. 
Brotherhood Thursday 7:30 p. is. 


Palestine Social Brethren 
Rev. Elmer Grisham, pastor 
Sunday school IO a. rn. 
Young people’s meeting 6 p. rn. 
Worship 
service 
second 
and 
fourth Saturday 7 p. rn., Sunday 
l l a. rn. and 7 p. rn. 
Prayer meeting Thursday 7 p. 
rn. 
Broadcast Sunday 4:30 to 5 p. 
rn. over WEBQ. 


Rochy Branch Social Brethren 
Norman Court, pastor 
Sunday school 9:30 a. rn.; Hazel 
Yates, superintendent. 
Service second and fourth Satur­ 
days 7 p. rn., Sunday l l a. rn. and 
7:30 p. rn. 
Prayer meeting Wednesday 7 p. 
rn. 


The Honse of God 
Elder J. W. Nelson, palter 
“The church of the living God, 
the pillar and ground of the truth." 
I Tim. 3:15. 
Sunday school 9:30 a. rn.; Mrs. 
Cora 
Parchman, 
superintendent 
and teacher. 
Morning worship ll. 
Prayer meeting Wednesday nod 
Friday 7:30 p. rn. 


Bobby had alway* wanted to be a 
policeman. But recently he ha* gotten 
acquainted with an older boy who 
batea cop*. Thia older boy belong* to 
a gang. 
He baa been “in trouble” 
several time*. 
Despite the fact he 
cornea from a respectable family, he it 
a juvenile delinquent. 
The older boy it poisoning Bobby’s 
mind. He ia teaching Bobby to look 
at life through the eyea of a juvenile 
delinquent. The gang atart* early to 
"train” new recruit!! 
Is there any antidote in Bobby’s life 
to counteract the poison to which he 
is exposed? There can be. 
It’s not too late for Bobby’s family 
to realize his need for religious train­ 
ing. They can begin next Sunday to 
be a church-going family 
They can 
bring him to church school, provide a 
Christian atmosphere in his home, en­ 
courage him in his spiritual and moral 
development. 
God cares about 
Bobby’s future. 
Our community cares 
Our churches 
all care. 
DO BO B BY ’S PA R EN TS 
CARE? 


I 
I 


North Williford Baptist 
Rev. J. W. Duke, pastor 
Sunday school 9:30 a. rn.; Jack 
Shelby, superintendent. 
Morning worship 10:45. 
Training Union 6:30 p. rn. 
Evening worship 7:30. 
Midweek prayer service Wednes­ 
day 7:30 p. rn. 


Buena Vista Methodist 
George D. Jenkins, minister 
Church school 9:30 a. rn.; Don* 
ald Cooper, superintendent. 
Morning worship 10:45. 
M Y F. 6:30 p. rn.; Harold Mc­ 
Connell, president. 
Evening worship 7:30. 
Adult prayer meeting Wednes­ 
day 7:30 p. rn. 
Youth prayer meeting 
Friday 
7:30 p. rn. 


Sunday School 
Lesson 


By Dr. Archie E. Brown 


Pastor First Baptist Church 
Vandalia, 111. 


Church of the Nasarene 
Robt. Winegardea, pastor 
Sunday school 9:3 a. in. 
Morning worship 10:30. Message 
by Rev. Kenneth Gee. 
Junior Society, N. Y. P. S. 6:45 
p. rn. 
Evening service 7:30. 
Monday broadcasts over WEBQ: 
Singing Preacher 3 p. rn., Showers 
of Blessing 3:30 p. m. 
Caravan program Tuesday 6:30 
p. rn. 
Prayer 
and 
praise Wednesday 
7:30 
p. 
rn.; 
Oscar 
Hutchinson, 
leader. 
Prayer and fasting Friday 9:30 
a. na.; Lillie Bourland, leader. 
Teen Pals Friday 7 p m. 


Mt. Pleasant Baptist 
W. H. Hughes, pastor 
Sunday school 9:30 a. rn.; Mrs. 
Willie Lowe, superintendent. 
Morning worship ll. 
Mary Smith circle meets Monday 
7:30 p. rn. 
Cordelia Williams 
circle meets 
Tuesday I p. m 
Men’s club meets 
7:30 p. rn. 
Prayer meeting Wednesday 7:30 
p. rn. 
Mamie 
Brown 
circle 
meets 
Thursday 7 p. rn. 
Choir rehearsal 
Friday 7:30 p. 
rn. 


r . g. 
First Baptist 
Bible school 9:36 a. I 
Burnett, supt. 
Morning worship (Broadcast on 
WEBQ) 10:45; Rev. R J. Mora an, 
pastor. 
Evening worship 7:30. 
Training Union 6:30 p. rn.; Ed 
Creek, director. 
Wednesday prayer service 7:30 
p 
rn. 
Choir rehearsal 
following 
with Jim Williams directing. 


Dorris Heights Methodist 
Ruth Martin, 
minister 
Church school 9:30 a. in.; 
Louie 
Dalton, superintendent. 
Morning worship 10:30. 
There will be no evening service 
the next two Sunday nights nor no 
p ray er meeting next week. 
There 
will be 
services at 
the Eldorado 
cam p. 
W. S. C. S. meets Tuesday, Aug. 
IO, at the home of Mary Conover. 
Note change in date. 


QI. 


X h r fc tiG n W e . s n ip 
And Fellowship' 


First Church of God 
Charleston Street 
Morning 
worship 
and Sunday 
school 9:30 a. rn.; Kestner Wal­ 
lace, superintendent. 
Lonnie Hibbs will have charge 
of the Youth Fellowship at 6:45 
p. rn. 
Evening worship 7:30. 
A recording 
of the Anderson 
cam p meeting will be presented at 111 
the midweek prayer service Wed­ 
nesday 7:30 p. rn. 
The Missionary Society will hold 


Bethel A. M. E, 
J. A. Dickerson, pastor 
Sunday school 9:30 a.* rn. 
Morning worship ll. 
Young people s m eeting 6 p. in. 
Evening worship 7. 
Church conference Monday 7 p. 
m. 
Business of importance. 
Choir rehearsal Friday evening. 


Galatia Baptist 
Sunday school 9:30 a. rn. 
Morning worship 10:45. 
Training Union 6 p. rn. 
Evangelistic 
service ’ 7 p. rn. 
Prayer service Wednesday 7 p. 


Stonefort General Baptist 
Rev. Vernon Buchanan, pastor 
Sunday school 9:30 a. rn. 
Morning worship 
10:45. 
Young people’s meeting 5:45 p. 


Acts 2:46 47; Colossians 3:12-17; 
Hebrews 10:23 35 
GOLDEN TEXT: "Let us con 


should take inventory of the spiri- a prayer retreat Thursday 7:30 
tual fellowship within the church P m. at the home of Mrs. Verba 
family. 
Wallace. 
II THE WAY TO FELLOWSHIP 
(Co). 3:1215) 
The real Christian 
is tender­ 
hearted, 
meek, 
loving, forgiving 
sider one another to provoke unto and long-suffering. These qu ali tie s 
love and to good works; not for- ;are the m ark of the true follower 
flaking the assembling of ourselves of christ. 
Christ gives 
inward 
together. 
( Hebrews 10:24 25) 
peace (v. 15) to all who 
INTRODUCTION: The people in 
a church may be rightfully called 
a “ church family." 
A close rela­ 
tionship should exist between m em ­ 
bers of the church family. Modern 
society is missing much because 
of the speed under which we live. 
ML Pleasant .Social Brethren 
Rev. John M. Henshaw, paster 
Sunday school 9:30 a. rn.; Law 
rence Horn, superintendent. 
Preaching service first and third cjiurci1 was 
center of this fob 
Saturday 7 p. rn., Sunday ll a. in. jowship, anti members looked for 
and 7 p. m - 
__ 
(ward to each "m eeting day" as 
Prayer meeting Tuesday 7 p. rn. a day of Christian worship and fob 
Stonefort Baptist 
lowship 


General Baptist 
Ned Sutton, pastor 
Business session tonight at 7. 
Sunday school 9:30 a. rn. 
Morning worship 10:45. 
Christian Endeavor 6:30 p. rn. 
Feet washing and sacrament 7:30 
p. rn. 
». : 
, 
The youth revival 
will begin 
Is ..a ”. L 'f;ra. 
' 
isfi* 
Monday in a tent on the church lot. 
A different minister will preach 
each evening at 7:30. 
Prayer service Tuesday 7:30 p. 
rn 


pc 
these qualities. 
fho practice 


than a way of life; it is life! 
It is 
to be taken into the home, the 
place of business, on the farm 
and wherever the Christian walks. 
The Christian "returns good for 
In days gone by people took more evll- at a ]j times. There is a spir 
time 
for fellowship. 
The local d 0f brotherly love among Chris­ 
tians wherever and whenever they 
meet. 
Ill 
"ABIDING RICHLY IN 


Cottage prayer service Friday 
7:30 p rn. 


Free Pentecost 
IO East O'Hara Street 


Evening worship 7. 
Prayer meeting Tuesday 7 p. rn. 


Church af God 
Muddy 
Rev. T. B. T ailer, pastor 
Sunday school IO a. rn.; Mrs. 
Anna Farkas, superintendent. 
Morning worship l l . 
Evening service 7:30. 
Midweek prayer service Thurs­ 
day 7:30 p. rn. 


Church of God ii Christ Mission 
513 East Walnut Street 
Theodore Brows, paster 
Service Tuesday 7:30 p. in. 
Service Friday 7:30 p. na. 


Bethany General Baptist 
Ob Route H ' 
Arthur Austin, paster 
Sunday school 9:30 a. ta. 
Preaching service first and third 
Saturday 7 p. rn., Sunday l l a. rn. 
and 7 p. rn. 
General Baptist hour Friday 3 to 


Rev. George Smith, paster 
Sunday school IO a. rn. 
Morning worship ll. 
Training Union 6:30 p. rn. 
Prayer meeting Wednesday 7:30 
p. rn. 
v* 


Service tonight at 7:30. 
Harold 3:45 p. rn. over WEBQ. 
CHRIST 
(Col. 3:16-17) 
Metcalf will sneak 


inT Sf 
he a rt&" The c o n ^ m ^ c l r n 1 
Sunda-V sch° o1 9:30 a’ ^ 
Ellis 
Siou.’ presence^ of c S n T ^ e s 


rn. 


Morning worship ll. 
Evening worship 7:30. 
Prayer meeting Thursday 7:30 p. 


Formality is too much the order 
of the day in some modern wor­ 
ship. 
Worship of God rests not 
Portia'whiIe under'any and'aU 
in formality, hut rather in coni 
circumstance. 
He is the "living 
munion with Him. 
Word dwelling richly within” the 
I 
HOME AND CHURCH 
iChristian 
We wonder sometimes 
WORSHIP (Acts 2:46 47) 
how many church members have 
Spring VaDey Social Brethren 
There was wonderful 
spiritual this kind of spiritual experience 
Rev. Ernest Ttson, paster 
fellowship among those early Chris- i)0 you? 
Sunday school 9:30 a. rn ; Rob- flans. 
They 
enjoyed 
“ breaking ]V 
FAITHFUL FELLOWSHIP 
ert Butterwort!*, superintendent. 
; bread" one with another in their 
(Heb. 10:23 25) 
Preaching service each Sunday homes. They praised the Lord to- 
, 
wonderful thine it is to 
w ViuTe TTT,' 
morning; also each Sunday 7:30 gether both at home and in the . 
an,i in immt 
- Quench Not the Spirit, 
p. rn., except on the fifth " eek end. temple 
How different from some havo- faith ™ 
Christ -and- t0 k.no« I 
Training Union 6:30 p. in. 
Prayer meeting Wednesday 7:30 church families of this modern day 
p. m. 
where there is envy, back biting 
and discord. 
(Not 
all modern 
Bethel’s C reek Primitive Baptist 
church families 
are like this.) 
Elders Aaron Reeder and R. F. 
Those early Christians loved the 
Upchurch, pasters 
Lord and each other. 
Regular meeting each first and 
They had “favor with the peo- 
. 
r . 
third Sunday, with singing at 10:30 pie." 
This made it possible for drawing nigh. 
lins refers to tin 
Glen Daugherty, minister 
and preaching at l l a. rn. 
Elder them to witness to the people of hope of all Christians for the sec-; 
Bible school 
9:30 a. rn.; 
Clar- 
UDchUTch 
preaches 
on the 
first the com m unity. 
A church family end coming of (. hrist. 
He is com- erne Aldridge, superintendent. 
Sunday and Elder Reeder on 
the that docs not have close Christian mg to earth again 
It may be 
Morning worship 10:30. 
Sermon 
third 
fellowship cannot have much in- soon. 
What a day of gladness for subject, 
’’Building 
Battlements," 
The church is located just off Rt. Alienee upon the community for all Christians! Arc you ready tor Dent. 22:8. 
• 
1 - 
Christian Endeavor 6:30 p. m. 


Carrier Mills Baptist 
Ernest Ammon, pastor 
Sunday school 9:30 a. rn.; Edward 
Bell, superintendent. 
Morning worship 10:35. 
Sermon 


one is saved not only from hell, 
Evening worship 7:30. 
Sermon 
but also, from the power of sin! subject, “Unsatisfactory Religion." 
Associational Brotherhood meet- 
Faith in Him gives us strength. 
____________________ ____ _ 
Love is active and will provoke jng 
“Watermelon Fry’’ Monday 
us "unto love and good works. 
6:30 p .m . 
(V. 24). 
Notice the words, "the day is 
First Christian 


Wright’s Temple - 
Church if G r i l l d r ift 
Sunday 
school 
IO a. 
rn.; Mrs. 
Mae Brown, superintendent; Ulys­ 
ses Sutton, teacher. 
Morning worship 11:30. 
Evangelistic service ?:30 p. rn. 


The Apostolic Chuck el Qui 
East Elm aud Levis St*. 
Elder Willie Harris, paster 
Sunday school 9:45 a. rn.; Okie/ 
M esser, superintendent. 
Morning worship 11:30. 
Evening worship 7:30. 
Bible class Wednesday 7:30 p. rn. 
Preaching service Thursday 7:30 
p. rn. 


oi 
Nntirp the siirn around 
the Christ. 
that day . 
____ 
, , 
.... 
curve on the Galatia road from 
They “ continued steadfastly ini 
CONCLUSION: Christian people Evening worship 7:30. 
Sermon day 7 p. m. 
Raleigh 
the temple.” This means that they should be the happiest people in all subject, "Moving Forward,” Ex. 
were regular in church attendance, the world. 
Real fellowship exists 14:15. 
We need that today! 
With such in the church family that is 
follow- Missionary 
Guild 
will 
have a 


Churel! or Christ 
Lynn Cook, minister 
Bible study 9:45 a. rn. 
Worship and communion service 
10:45 a. rn. 
Evening service 7. 
Radio broadcast Monday through 
Friday 8:30 to 8:45 a. rn. 
Midweek prayer service Wednes- 


Saiine Ridge Baptist 
John Wayne Aldridge, paster 
Sunday school 9:30 a. rn.; Ownly by day 
fellowship there were ‘‘added day ing Christ. That kind of Christian family picnic at Karel park Mon- 
by day of those that were saved ” family is winning others to C hrist, day 6:30 p. rn. 
Butler, superintendent. 
Worship service 10:45 a. rn. 
Worship service 7 p. rn. 
Brotherhood Tuesday 7 p. rn. 
Prayer service Wednesday 7 p. in. 


Any church that is not having sav­ 
ed people added regularly perhaps 


Additional Church N otes 
On Faire S 


We all look for the day when Christ 
Loyal Daughters class 
meeting 
shall return for His own. 
Tuesday 7:30 p, rn 
in the fellow- 
--------- 
‘hip hall. 
Gaskins ( ity Baptist 
Hour of Power Wednesday 7:30 


Galatia Methodist I 
I p a f l 
J ,■ 
J 
■ 
- 
jfourth Sun- 
Rev. Roy Hudson, pastor 


Roy Reynolds, pastor 
p. m ; Bill Sloan 
Sunday school 9:3 a. rn.; Weldon leader. 
Sr., 
devotional, *Q8 7:30 p. rn. 


Every second and 
days 10:45 a. rn. 
Every Sunday evening 7:30. 
Every Saturday evening, youth 
service. 
Every Wednesday prayer meet- 


Time lo Tell You Big Fair This Week. . . 


Don’t forget to see Uncle Nick . . . you try them all, now 
come home for best stuff in the world. 


N 
I 
C 
K 
S 
-.TA L* O f THE NATION-. 


Tucker Jr., superintendent 
Preaching service 10:30 a. rn. 
Training Union 6:30 p. rn ; Lon­ 
nie Reiner, director. 
Preach.ng service 7:30 p. rn. 
Girls’ Auxiliary meets Monday 7 
p. rn. with Carolyn Joyce Armis* 
toad. 
Fidelis class meets Tuesday 7:30 
p. rn. 
P rayer service Wednesday 7:30 
p. rn., followed by regular business 
meeting. 
Women’s Missionary S o c i e t y 


Christian 
Women’s 
Fellowship 
will meet at the home of Mrs. A. C. 
Parks, 332 East Locust street, F ri­ 
day 2:15 p. rn. 
Mrs. Carl Corrie 
v.ill give the missionary lesson. 


McKinley Avenue Baptist 
J. D. McCarty, pastor 
Sunday school. 9:30 a. rn. 
Ken­ 
neth Smith, superintendent. 
Sunbeams 10:40 a. rn. 
Morning worship 10:40. 
Message 
by the pastor. 
Training Union, 6:30 p. rn. Char- 
meets Thursday 7:30 p. rn. at tile les Fulkerson, director, 
home of Mrs Roy Reynolds. 
j 
Evening worship 7:30, 
Message 
Brotherhood Friday V p. rn. 
by the pastor. 


St. Mary's Catholic 
Rev. T. € . Bm us, paster 
Sunday Masses 7 and 9 a. a . 
Weekday Masses 7 a. rn. 
Saturday Mass 8 a. rn. 
First Friday Mass 7 a. rn. 
Confessions Saturday 4 to 5 p. ut. 
and 7 to 7:30 p. rn. 


Ingram Hill Baptist 
Rev. Donald Whitlock, pastor 
Sunday school 9:30 a. rn. 
Morning worship 19:30. 
Training union 6:30 p. in. 
Evening worship 7:30. 
Midweek prayer service #44- 
inesday 7:39 p. al 


Sponsors of the Church Pago 


Harrisburg Printers 


Commercial Printing 
Office SuppHco 
Desks, Files, Blank Books, Ruled Forms 


Ray Durham 
lumber Company 


Featuring a complete line of builders’ sui 
Riles, high grade materials, standard ‘ 
dried lumber. 
Intersection Hts. 45 & 34 
Phone 205 


Humm-ReynoMs 
TEXACO SERVICE 
Corner Main and Church 
Phone 222 


Wrecker Service 
Night Phones 51F3 or 14921 


Endicott*! Excel 


Super Martel 


Don Scott Abstract and 
Title Company 
Local Agent, Chicago Title & Trust Co. 
Title Guarantee Policies 
Rm. 703 Harrisburg Nat’l Bank Bldg. 


Go To Church This Sunday 


If Ifs Dirty, Call 930 


Walker's Cleaners 


I Go lo Sunday School- 
Do You! 


LEE’S SIGN SERVICE 
420 South Jackson 
Back of Coca Cola Bott. Co. 
Ph. 355J 


Harrisburg Nash Company 


Parte — Sales — Service 
432 W. Poplar 
Phone 270 


Irvin Appliance Co. 


GE and Maytag Appliances 


Dri-Gas Service 


Go To Your 
Church This Sunday 


Humm Motor Co. 


Oldsmobile and Cadillac 


Go To Your 
Church This Siinday 


The Daily Register 


Commercial Printing Department 
Distinctive Printing in Record Time” 


Jackson's Drug Store 


For Accurate Prescriptions 
Charles Wright — Harvey Devar 


Go To Church This Sunday 


